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Choose Vickers servo valves for best 
application, selection, and support 


Design or enhance 
your closed loop 
control for high 
performance, fast 
response and pre- 
cise repeatability. 
Introducing the SM4 Series 
servo valves with traditional 
Vickers high quality and 
reliability. 

You can depend on 
the proper choice of 
controls with Vickers 
servo valve selection 
guidelines. . . 

. . because they include 
theoretical analysis and si- 
zing calculations to ensure 
successful applications, 
supported by Vickers exper- 
tise available around the 
world. 


Vickers competitive 
edge: "complete 
hydraulic plus 
electronic" systems 
capability. 





Cover Illustration: 
SM4 servo valves, EM and EEA servo 
electronics. 
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Supply sess and flow), shown i in red, is ; filtered by: a single element. Pilot 
flow, now in orange, is metered through two symmetrical inlet orifices. The first 
stage pressure/flow, shown in orange, is applied to the spool end areas and con- 
trol nozzles. Drain pressure and control leakage, in green, is directed to return, 
shown in blue. 
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Specify Vickers servo valves and 


ectronics 


... for closed loop 
control with exact 
positional accuracy, 


repeatable velocity 


profiles, and predict- 

able force or torque 

regulation. 

6 Lumber machinery 

@ Test and simulation 

@ Plastic injection and blow 

. molding systems 

6 Die-casting machines 
and hydraulic press 
brakes 

@ Robotics and other 
factory automation 

@ Animation and entertain- 

. ment equipment 

@ Oil exploration and other 
mobile vehicles 
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Typical applications 


(3) Seismic vibrators 
(2) Die casting machines 
@) Blow molding machines 






(4) Plastic injection molders 
(8) Flight simulators 

(e) Robots 

@) Press brakes 


































Servo electronics Torque motor 
KEE ng drive current ` 













AC input power Í ` 
— | Servo 

amplifier 
Gylindər w PT: PM al 


position transducer 


I Actuator position 
feedback 
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Power supply 
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Force control 
The SM4 servo valve offers 
exact load pressure/force 
control when used with 
pressure transducers or 
load cells, cylinders and 
electronics. Excellent 
system stability can be ^| es, 
achieved with pressure to Nan OI amm: 
+ 0,07 bar (+1 psi) and le unit 
load to +1 % full scale.* 
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Torque motor 


Servo electronics 
L———— 23 $ drive current 















AC input power 
GE D Servo 
amplifier 







x Cylinder 


7 Pressure 
transducer 






analog see ^ 
controller ctuator force 
Eed ss, 










* Dependent on component selection and load 
characteristics. 
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The first stage consists ef a 
symmetrical torque metor 
with dual coils and air gaps, 
flapper-nozzle pilot, and a 
centering feedback spring. 


The second stage utilizes a 
four-way sliding spool ina 
sleeve arrangement with a 
null adjust, and integral pilot 
stage filter. 














SERVO VALVE 


SM4—20 (15 )57-130/85-10 
Model 
| Assy No... 514597 am 2144 ` 
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SM4 servo valves offer 12 important 
features and outstanding benefits 





ide range of flow capability 





@ Allows selection of valve size best 
| suited for an application. 

2 Standardized port circle, mounting 

B patterns and adapter manifolds 






Application benefit: 


@ Cost effective interchangeability 
for enhancement of existing 
systems. 


I I 2 
| 
Simple interface to flushing valves 
= and dual filter module 
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Application benefit: e Maximum reliability and ease of 
maintenance against initial conta- 
mination levels. 





Customizec 
= spool lap and 
Sleeve porting 





Exaggerated 
mal 


+ control flow 


-— 96 underlap | 


Application benefit: 


@ Specific flow control for 
special requirements. 


C) 


E Higher reum response available 
ws» on request 





@ Enhanced system bandwidth 
available for critical performance 
requirements. 


G Integral filter provides extra conta- 
Ja mination protection to the first t stage 


Application benefit: 











Va A o Inlet orifice- (hi ER 4S0 54 Xe “IL w en Be ierg E i Filter - LP 


Application benefit: € Decreases possibility of hard- 
over failures. 
Balanced dual 8 Symmetrical 
a Coil, twin air gap, s design and 
sealed torque motor | construction 


Application benefit: 


@ Very fast response to input signals 
for accurate control profiles. 


Application benefit: 


@ Dependable metering of control 
flow with minimum null shifts for 
more consistent machine 
operation. 








(à Fluorocarbon 
eJ a Seals as 
standard 

Application benefit: 

9 Compatibility with-most hydraulic 


fluids for reduced inveritory 
requirements. 


1 0.7 ch strength 
B ll y second 





| Stage bod Si 


Application benefit: 


@ Less weight, smaller size, excellent 
durability and long life. 


1 4 Hardened 

m Stainless steel 
spool and sleeve 
with O-ring seals 
Application benefit: 


@ Minimizes material erosion, 
eliminates spool binding, and 
ensures smooth operation. 


12 External pilot 
a port option 
with some models 
Application benefits: 


@ Allows first stage to utilize an 
external pilot source free of supply 
pressure fluctuations. 








@ Allows additional first-stage 
filtration to be provided for ultra- 


reliable operation. 
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An innovative servo E line 
supported by compiet 
elec rohydraulic RRE enpabmy 





SM4-30 


Rated flows: 3,8 = 38 l/min Rated flows: 57 = 113 l/min 
(1to 10 USgpm) in 5 sizes. (15 to 30 USgpm) in 3 sizes. 


Rated p 2 d 210 bar (3000 psi) Rated pressure: 140 bar (2000 psi) 





SM4-15 SM4-40 
Rated flows: 3,8—57 l/min Rated flows: 76 — 151 l/min 
(1to 15 USgpm) in 7 sizes. (20to 40 USgpm) in 5 sizes. 


Rated pressure: 210 bar (3000 psi) Rated pressure: 210 bar (3000 psi) 
| 


^ Oto 30 4to10 
1960 22018 11020 
SE | 91015 


Rated flows: 3,8 — 76 l/min 
(1to 20 USgpm) i in 8 sizes. 
Rated pressure: 210 bar (3000 psi) 
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EM-D-20 servo 
amplifier 

includes a summing 
junction for inputs, voltage 
amplifiers, current driver 
stage and limiters suitable 


for closed loop position, 
velocity and force control. 


EM-K-10 ramp module || EMRS-A-1 1 

converts step changesininputsignals | | | POWer SU pply 

to ramped signals for smooth transi- ^L] isa+12V DC power supply for one 

tion from one operating level to | | servoamplifier module. It also provi- 

another. When used with an EM-D-20 || des the interface mounting for the 

amplifier, the ramp module providesa | | | EM-D-20 series amplifier, and the 

means of controlling velocity in posi- ^| | | proper excitation voltage and 

tioning systems, acceleration and | connections to external circuits. 

deceleration in velocity control | 

systems, and rate of pressure change 

in force control systems. The ramp 

module may be installed in either an ed E 

EMRS-A-11 or an EMP-A-20 power | CONEY 5a... 

supply unit. "av SM VER py; 
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EMP-A-20 power supply 
is a +12V DC power supply for up 
to four EM-D-20 amplifiers. 








— — — — 


It has a range of features - l 
similar to those of the ^ f 
EMRS-A-11 series AO f 
described above. ~~ ui | 





EM-J-10 programmer 
module 


provides up to five preset command 
signals. When used with an 
EM-D-20 amplifier, the module pro- 
vides a means of presetting and 
selecting a variety of positions, 
velocities or forces in closed-loop 
servo systems. 
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Additional products for total systems 
capability 


@ System components 
Such as microprocessor 
controls, single and mul- 
tiple pumps, pressure, 
flow, check and directio- 
nal controls, screw-in 
and slip-in type cartridge 
valves, hydraulic motors 
and cylinders, electro- | 
nics, as wellas packaged | | 
systems and compo- P 
nents 


@ Direct-operated and 
piloted proportional val- 
ves, with and without 
feedback transducers 


@ Digital and closed loop 
servo-control packages 
with integrated electro- 
nics 


@ Cylinder with integral position transducer for 
servo actuator applications 

(2) Xpert SM4-20 PCL (digital and closed loop) 
Servo valve 

(8) High flow three-stage servo valve with 
SM4-20 (analog) pilot and LVDT feedback of 
main spool 

(4) Xpert SM4-40 BCL servo valve 

(6) High flow three-stage servo valve with 
Xpert SM4-20 DCL (digital) pilot and LVDT 
feedback of maín spool position 

© KSDG4V-3 high dynamic performance 
proportional valve with feedback transducer 

and power amplifier 





































Please contact your 
Vickers representative for 
specific catalogs, bulletins, 
| & } | and technical information 
TRECE Blu. a uu 77 | leaflets. 
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motor 
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Functional Detailed 
symbols symbols 


SM4-10/15/30/40, internally 
piloted, no port X 






A, P 
kal IT | SM4-20, internally piloted, 
PR port X plugged 


| a - 
PL 
| 
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Understanding servo valves for 
closed loop control 





Functional servo diagram 





A servo valve is a closed center, four- 
way proportional flow control. 

An electrical input to the first-stage 
torque motor positions the second- 
stage spool to control flow proportio- 
nal to input current. 

The second-stage spool position is 
achieved by internal force feedback. 
Excellent hysteresis and linearity 
results in repeatable and accurate 
actuator velocity to a commanded 
position. 

System control is completed through 
an electrical feedback device to the 
summing junction and servo ampli- 
fier. 





Servo valve 


Mechanical 
feedback 


Feed- 
back 
device 


The Vickers SM4 
servo valve and how 
it works 


The two stage servo valve with force 
feedback is capable of performance 
superior to that of any other design. 
Meticulous assembly and measured 
quality ensure fast, dependable elec- 
trohydraulic amplification. 


SMA first stage 


The torque motor converts a low level 
electrical current signal to rotary 
motion of the armature and flapper 
assembly. 

The pilot stage directs pressurized 
hydraulic flow as a result of flapper 
motion. 

Pole pieces and permanent magnets 





Current applied to the coils creates a 
torque on the armature. 

The nozzle block allows for precision 
spacing of the control nozzles to the 
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The servo valve first stage is an electrical 
controller with a hydraulic amplifier and force 
feedback. x 


First stage operation 
The first stage controller converts low Electromechanical Electrohyd raulic 


level current signals to a mechanical operator amplifier 
force or motion. Amae i 
The flexure tube supports the arma- 
ture and also acts as a fluid seal 
between hydraulic and electrical 
sections. 

Attached at the center of the arma- 
ture are the flapper and feedback 
spring that extend down through the 
flexure tube. 

An input signal is applied to the coils 
through an electrical connector, pola- 


s. d . Feedback 
rizing the armature ends and creating spring 


a rotational torque on the armature. 
Theflexure tube acts as a spring, limi- | 
ting the flapper motion between two | Hydraulic amplification results as Internal feedback is achieved by the 
nozzle openings. pilot flow from P, is supplied through | use ofa simple cantilever spring atta- 
an integral filter and orifice assembly | ched to the flapper, with the ball end 


to the nozzles for control of a greater | closely fitted to the second stage 
second stage flow proportional to spool. 
input current. 


The servo valve second stage controls 
hydraulic flow and contains the pilot stage filter. 


SM4 second stage 





Output flow is controlled by a four- 
way closed center spool that slides 
within a sleeve. 

Spool movement uncovers openings 
in the sleeve to meter flow to the con- 
trol ports. 

The positioning of the spool relative 
to these metering slots provides 


precise control flow. -— y hi » doraa T 
The modular pilot stage is precision e "wf? Weil 
mounted to the body for positioning NM Í % 


of the feedback ball in the spool. p f | 
The null adjust pin and self locking ANS ç i BEL 
nut allow for dependable sleeve d x 
adjustment of control flow around | 
the center or null position. 

Afine mesh filter is located inside the 
second stage body to protect the 
pilot stage from contamination. 
Various spool/sleeve sizes allow for | 
the proper selection of rated flow and | Spool position and output flow are Actual load flow to the actuator 








i 
H 
i 
1 


performance. proportional to the level of input depends on supply pressure, load 
current. pressure drop, input current, and the 


flow rating or size of the servo valve. 























Complete servo valve control flow for optimum 
system performance 


Second stage operation 


Electrical current causes the flapper 
to move toward the nozzle on the 


Flapper movement 


right side. 

Torque motor 
Pilot pressure on the spool end area 

causes spool movement to the left Nozzle 


and control flow out of port A. 

The feedback spring bends and 
applies a force to the flapper, which 
tends to recenter the flapper 
between the nozzles. 

Spool positioning occurs at the point 
at which the spring feedback force 
equals the torque motor force indu- 

a ced by the input current. 

@ The spool stops at this position, and 
the flapper is now centered until the 
input current changes to a new level. 
A reverse electrical input current 
signal results in flow to port B. 
Optimum flow control is achieved by 
force feedback. 

With constant supply pressure and 
flow to the servo valve, output control 
flow is infinitely proportional to the 
input Current. 
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oMA operating data 


All data is typical, based on a large 
sample of actual tests at 30 cST (141 


Rated flow, and total internal leakage at null | 
SUS) and 48°C (120°F). | 


Rated flow* 
38 10 








Standard 
model 










SM4-10 
SM4-15 
SM4-20 
SM4-30 
SM4-40 





Flow gain, null region 50% to 200% nominal within 
+5% rated current 





Flow gain, normal region for TWpicallno-load flow ge 


| 
standard models gain tolerances 
excluding hysteresis. 


Wa 
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Hysteresis around null < 2% of rated current | 
Symmetry error < 5% ofratedcurrent — 
Linearity error < 5% of rated current and 
<10% at maximum rated flow ae 
Change in rated flow with Threshold «0.596 ofrated current ` ` 


| 
valve pressure dr Op *Maximum flow at 70 bar (1000 psi) Ap and typical teakage at 210 bar (3000 psi). x 
l/min (USgpm) x 
7 l/min (USgpm) 


35 140 
is (40) (100) (800) — (2000 228 (60). — ——À 
114 (30) 211 (S8) 7 


No-load flow rate 
ELSE 


"NO ` 
NALIN 


\ 


— 
= | KI 
E E 
MEE 


O bar 


| di 7 70 21 
14 210 bar psi) 


^5 
(200) (1000) (3000)(psi) : 
SM4-30 valves SM4-30 valves 
SM4-10/15/20 valves | | SM4-40 valves 


Valve pressure drop, P-A-B-T Valve pressure drop, P-A-B-T 





= 








Rated supply pressure: 





SM4-10/15/20/40 210 bar (3000 psi) 
SM4-30 140 bar (2000 psi) 
Maximum supply pressure”: 

SM4-10/15/20/40 350 bar (5000 psi) 
SM4-30 210 bar (3000 psi) 
*Subject to engineering approval 

Minimum supply pressure 14 bar( 200 psi) 

Proof pressure: 

At supply port 150% max. rated pressure 
At return port 10096 max. rated pressure 
Burst pressure, return port open 250% max. rated pressure 


Pressure gain — 

the change of load 
pressure drop with input 
current, with no valve flow 
and closed control ports. 











SEENEN 
Power transmission efficiency — Pressure gain, null region: >30% of supply pressure per 1% of rated 
the maximum power envelope current 
expressed as a percentage. Null shift, nominal: 

Dë 8 —temperature change <1.5%/56°C (100°F) 
= ii r s TT — supply pressure change < 2%/70bar (1000 psi) 
c —return pressure change < 294/35 bart 500 psi) 
š —acceleration < 2%/10g 

@ Es Vibration tested, 5 Hz to 2000 Hz at 10g and 
5 > double amplitude along each axis No damage to components 
s ° Shock tested, up to 150g along all axes No damage to components 
CS Endurance tested, to ISO 6404 No degradation from standard valve 

04 performance limits 
Load pressure drop Hydraulic fluids, temperature ranges, 
Supply pressure and filtration recommendations See page 55 
Servo performance is optimum when Installation (start-up) See page 55 
valve pressure drop is one third of Installation dimensions See pages 24 and 25 
supply pressure. Consider overall 
hydraulic efficiency in sizing system Mass (weight): 
heat exchangers. SM4-10/15 0,68 kg (1.5 Ib) 
SM4-20 1,05 kg (2.3 Ib) 
SM4-30 1,9 kg (4.1 Ib) 
SM4-40 2,8 kg (6.2 Ib) 
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SM4 performance data 


All data is typical with actual perfor- 
mance limits defined by Vickers test 
procedure TP7841 or TP7795. 


Frequency response 


—the relationship of no-load control 
flow to input current with a sinusoidal 
current Sweep at constant amplitude 
over a range of frequencies. Expres- 
sedin frequency (Hz), amplitude ratio 
(dB), and phase shift (degrees). 

— 3db ratio is the standard compari- 
son point, and 90 degree phase shift 
is ameasure ofthe servo valve band- 
width. 

Frequency response is lower for 
increased valve size because of 
changes in internal design, i. e. spool/ 


sleeve E gain ET deeg Vickers SM4 torque motors are magnetically stabilized for reliable servo valve 
assembly, feedback spring rates. performance from 14 — 210 bar (200 — 3000 psi) operating pressures. 
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Typical frequency response curves for standard models 
Note: ib d dad 0/20/40 shown at 210 bar (3000 psi), SM4-30 at 140 bar (2000 psi) 









SM4-10/15/20 oM4-10/15/20 
3,8 and 9 l/min (1.0 and 2.5 USgpm) 19 and 28 l/min (5.0 and 7.5 USgpm) 
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Z |——— +40% rated current 10° 
—— £100% rated current 


20 30 5070 100 


dr 
NN 








— —7 +40% rated current o 
EE are £100% rated current IN 
0 
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0 40 
Frequency (Hz) Frequency (Hz) 



































SM4-15 


47 and 57 l/min (12.5 and 15 USgpm) 
100* 


Amplitude ratio (dB) 






Phase lag (degrees) 


+40% rated currenti 10* 
— — +£100% rated current 


0 
20 3040 70100 200 
50 





Frequency (Hz) 


SM4-20 
47 Vmin (12.5 USgpm) 


Amplitude ratio (dB) 


H 

Emm 2 EE bes 

PERALES RN ERES E 
E — + 40% rated current 
E 00% rated current 


Phase lag (degrees) 





Frequency (Hz) 


SM4-30 
57 l/min (15 USgpm) 


Amplitude ratio (dB) 
Phase lag (degrees) 


N 
ot 


2030 5070 
100 





Frequency (Hz) 


SM4-40 


76 and 95 l/min (20 and 25 USgpm) 
100* 


Amplitude ratio (dB) 


W 

- 

ES 

T 

|| Zë 

ES 

E M 
B 

° O 

Phase lag (degrees) 


— £40% rated current | 59: 
— — + 100% rated current 


3 45 710 20 30 5070100 
40 





10° 
200 
Frequency (Hz) 





Amplitude ratio (dB) 


Amplitude ratio (dB) 





Amplitude ratio (dB) 









SM4-20 
38 l/min (10 USgpm) 
100 
0 90° 
-5 80° v 
ov 
EE 
> CECT SS” Š 
BENE 25 AERE 7 
30° z 
20° 
+40% rated current 10° 
ed — — +£100% rated current ° 
7 10 2030 5070100 200 400 
40 300 500 
Frequency (Hz) 
SM4-20 
57 and 76 l/min (15 and 20 USgpm) 
100° 
O 90° 
-5 80° 3 
-10 70° D 
-15 eo = 
-20 50° Ej 
-25 40° E 
-30 ; 30° £ 
IT EAT LIT Veo 









E 
ZEN — — +100% rated current 


3 45 7 10 2030 50 100 9 
40 70 


200 
Frequency (Hz) 


SM4-30 
95 and 113 l/min (25 and 30 2 


152 3 45 710 


2030 5070 
40 100 


SM4-40 
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25 80* 
-10 70° 
-15 60° 
-20 50° 
-25 40° 

30° 

——— +40% rated current 20° 

3 45 710 2030 5070 100 ud 
40 200 


Frequency (Hz) 


— +40% rated current! 10° 


Phase lag (degrees) 


Freque y 
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ROXARACH) 
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SM4 performance data 
Typical frequency response curves 


SM4-40 
151 l/min (40 USgpm) 


ao 
2 
° 
2 
g 
Aen 
o 
D 
5 
= 
a 
E 
< 


Phase lag (degrees) 


Changes in frequency response with pressure 


fp =frequency @ 90 phase lag at any pressure P 
fps = frequency @ 90 phase lag at rated supply 
pressure Ps 
SM4- oe Ps = 210 bar (3000 psi) 
SM4-30 


Ps = 140 bar (2000 psi) 


Example: 

Gel 151 l/min (40 USgpm) SM4- 40 valve 

is to be used at 165 bar (2400 psi) pressure P. 
System pressure [ P variation in response with supply pressure = 


ayate q pressure lE 
D Siet ps 0.8. From curve above, fps = 45 Hz; 
therefore, fp = 45 x 0.8 = 36 Hz. 


Step response 


Step response - the typical rise time 
to achieve a percentage of control 
flow output. Settling time is that in 
which transient flow fluctuations 
diminish to a stated level. 


Settling 
times 


£ 
= 
o 
— 
t= 
2 
Q 
+= 
= 
© 


Rise times at 
63% flow 
Time (ms) —» 


Typical step response for standard models 


Note: SM4- -10/15/20/40 shown 
at 210 bar (8000 psi), 
SM4-30 at 140 bar (2000 psi) 











Typical step 


response curves 


— ` sch 
— 
o 


i5] 
g) 
— 
e 
k= 
£ 
z 
© 
Ge 
© 
= 
e 
c 
o 
o 


SM4-10/15/20 
3,8 and 9 l/min (1.0 and 2.5 USgpm) 





SM4-10/15/20 
38 l/min (10 USgpm) 


Control flow (96 rated) 


SM4-15/20 


47 and 57 l/min (12.5 and 15 USgpm) 


Control flow (96 rated) 





Time (ms) 


























Typical step 


response curves 


oM4-20 


76 l/min (20 USgpm) 


oO 
m 
ren 
o 
k 
£ 
z 
2 
es 
° 
hom 
= 
E 
el 
O 


SM4-30 


10 15 20 25 


Time (ms) 





57,95, and 113 l/min 
(15, 25 and 30 USgpm) 


Control flow (% rated) 


SM4-40 


30 40 
Time (ms) 





76, 95, and 113 l/min 


761 
(20 





Control flow (96 rated) 


(20, 25, and 30 USgpm) 


ug 


132 l/min 
(85 USgpm) x 


151 l/min 
(40 USgpm) 


Time (ms) 





SMA electrical data 


Select coil resistance and connections for compatible interface to servo 


electronics. 


Recommended coil resistance is shown in bold print. 


Nominal resistance 
per coil at 21°C (70°F) 


Ohms 


20 
80 
30 
200 


Characteristic 


Coil resistance (Ohms) 
Rated current (mA) . 
Nominal voltage (Volts) 
Approx. inductance (Henrys) 


Standard 


Coil resistance selection 


Rated current mA 


Single, parallel 
or differential 


Series 
connection 





The two coils of the valve can be connected in any of the ways shown in the diagram below by 
varying the assembly inside the mating connector (Amphenol No. MS3016A-14S-25). 











T 


Single coils 








Series: 
A+, D- 


Parallel: 


A+, C+ 
B-, D- 


Connect A and C. 
EO WP and D. 
N ENYERPRISEK (RA 


Bigierentialsja Ghazanfar vd Khia wo; 
SADDAR KARACHI 


Connect B and C. 


BC-, current BA > CD 
BC+. current CD > BA 


Connect B and C. 


d 





nt 
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MS3106-14S8-2S external connector 
4-pin electrical connector 





Activation of optional 
5th port (SM4-20) > 
Procedure 


1. Remove end caps (24) 
(will be relocated to opposite ends of 
valve in step 5). 

2. Remove plug (86) and o-rings (35), (37). 

3. Remove orifice (32), filter screen (34) 
and o-rings (31), (32). Install these items 
in place of items removed in step 2. 

4. Install items removed in step 2 
where orifice and filter screen were pre- 
viously located. Reference step 3. 

5. Install valve and caps on the 
opposite ends of valve from which they 
were removed. Reference step 1. 

6. The valve's 5th port is now activated 
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SM4 installation dimensions; mm (inches) 


Electrical connector mates with 
MS-3106-148-28 (4 pin) 


SM4-10/15 


4466 3966 
(1.76) (1.56) 


. Null adjust. 
CW rotation increases 
flow out of port A. 
2,38 (0.094) hex key. 


L | : 
We J _ 16 
(0.09) ~~ (0.06) 
68 (0.27) thru, 489) 

4 places — 21,44 


| - Port ‘A’, 
| 0.897 e | Model - : 
$i 4,85 (.191) 15,88 (.625) 


SM4-10 
SM4-15 7,92 (.312) | 23,80(937) 


Valve mounting surface requires 32 microinch finish, 
flat within 0,025 (.001). 

Fluorocarbon O-rings furnished for ports: AS568-010; 
./0 inch cross section and .239 inch inside diameter 
(SM4-10). AS568-013; .070 inch cross section and 
.426 inch inside diameter (SM4-15). Replacement 
seals are available in seal kits 920318 (SM4-10) and 
920319 (SM4-15). 





Electrical connector 
mates with 
MS-3106-145-28 


Cover can be 

rotated to locate 
electrical connector 

in 4 different positions 









Null adjust. 
CW rotation increases 
fiow out of port A 71.83 
2,38 (0.094) hex key. ; 














| | 1,58 2586 
9214 (0.06) (1.02) 
(3.63) 780 










5th Port-@4 (0.16). 
Can be used for 










external pilot by 
22,02 | OG changing end cap and 
B rci internal plug positions 


| 
Valve mounting surface requires 32 microinch finish, 
8,71 (0.343) Port flat within 0,025 (.001). 
4 places Fluorocarbon O-rings furnished for ports: AS568-013; 
22,22 ` 8,33 (0.328) — .070 inch cross section and .426 inch inside diameter. 
(0.875) peunting holes, Replacement seals are available in seal kit 920.320. 
places 

















Electrical connector mates 
SM4-30 with MS3106-14S-2S J 


91.25 max equivalent 
1 5 ) 


45,63 max. 
(1.80) 


Null an ae H e ASt, Increase flow 

out control port B with clockwise rotation. Ports:D12.7 

2,38 (0.094) hex key. (0.50) nominal 
Return port 
Control port 


Valve mounting surface requires 32 microinch 

finish, flat within 0,025 (.001). Ports: 912,7 

Fluorocarbon O-rings furnished for ports: AS568- (0-50) nominal 
` . : "PITT Control port B 

016; .070 inch cross section and .614 inch inside pressure port 

diameter. Replacement seals are available in seal 

kit 855989. 


19.02 Electrical connector 
(0.75) — mates with 

max. ` MS3106-14S-2S 
ae 


CW rotation increases 

flow out of port A. 

2,82 (0.109) hex key. 
/ 22(0.87) 4 places 


_ 14.5 (0.57) port 
E 4 places 


Valve mounting surface requires 63 microinch 
finish, flat within 0,05 (.002). 

Fluorocarbon O-rings furnished for ports: AS568- 
018; .070 inch cross section and .739 inch inside 
diameter. Replacement seals are available in seal 








kit 920321. 





€g 
UNT NY RPRisns 
B'd, "o 2g Panorama Cantr, 
SADDA Ghazanfar itl Khan 
ARArHI 
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SM4 selection guidelines 


Sizing and applica- 
tion examples to 
simplify the selection 
of servo valves 


Vickers Servo calculations are valu- 
able in initial sizing of system compo- 
nents, bui full static and dynamic 
analyses should be made for each 
application. Please consult your 
Vickers representative. 
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Principles of servo system analysis 


Controller 


Feedback 


A servo system is a set of compo- 
nents that includes a servo valve, 
analog command source, power 
amplifier/summing junction, actua- 
tor, and feedback transducer. 

In a closed loop servo system, the 
output of the actuator or load is conti- 
nuously measured by a feedback 
transducer and compared to the 
command input signal. 

Any errors are amplified and the 
resultant signal is applied to the servo 
valve to correct the actuator and load 
disturbance. 

These devices have static and 
dynamic characteristics which can 
influence the selection of the proper 
servo valve. | 

In order to calculate the servo valve 
rated flow, it is important to consider 
the physical configuration of the ac- 
tuator and load, total force require- 
ments, maximum valocity, and acce- 
leration/deceleration limits. Total 
force, F, includes all forces due to 
acceleration/deceleration, friction, 
and other external forces. 

The following 12 application examp- 
les show typical configurations for 
differential (unequal area) cylinders, 
symmetrical (equal area) cylinders, 
and hydraulic motors. The force is 
considered for positive (resistive) and 
negative (overrunning) loads. 


Type of feedback 


Position + cm (+ in) | 
Velocity + cm/s (+ in/sec) 

or + r/min (+ rev/min) 
Pressure + bar (psi) 


















| 
| 
I 
| 
i 
| 


i 


f 





























Application examples of hydraulic 
cylinders and motors with positive and 
negative load configurations 


1.0 Extending differential cylinder 
with a positive load. 


1.1 Retracting differential cylinder 
with a positive load. 


2.0 Extending differential cylinder 
with a negative load. 


2.1 Retracting differential cylinder 
with a negative load. 


3.0 Extending differential cylinder 
on an inclined plane with a positive 
load. 


3.1 Retracting differential cylinder 
on an inclined plane with a positive 
load. 


4.0 Extending differential cylinder 
on an inclined plane with a negative 
load. 


4.1 Retracting differential cylinder 
on an inclined plane with a negative 
load. 


5.0 Extend/retract symmetrical 
cylinder with a positive load. 


5.1 Extend/retract symmetrical 
cylinder with a negative load. 


6.0 Rotate a hydraulic motor with a 
positive load. 


6.1 Rotate a hydraulic motor with a 
negative load. 


Application notes: 


1. If extend and retract load velocity 
requirements are the same, then 
select the servo valve rated flow 
based on the retract example. 


2. If the calculated load pressure is 
more than the supply pressure, the 
load may not retract. 


3. If the calculated load pressure is 
a negative value, then cavitation may 
occur. 


4. If necessary, change the cylinder 
or motor size, supply pressure, and/ 
or velocity requirements. 


5. For all examples, calculate the 
servo valve rated flow based on the 
given parameters and then optimize 
the system variables by recalculation 
as desired. 





Given (or calculated) parameters for cylinder 
application examples 


The ideal electrohydraulic cylinder provides hydraulic force proportional to 
servo valve differential pressure, and velocity proportional to servo valve 
control flow. 


Parameter or Calculation Metric English | Conversion 
nomenclature or symbol units units 

Acceleration a= Dua Z 2. ^8 em 

(or deceleration) Se 


Area, cap end 
6.45 cm?/in? 


Diameter, piston Dp 


Area, rod end 


Area ratio 












Force, total required F= F, + Fet Fe + Fs 0.445 daN/Ibf 

Force, acceleration Fa =Ma 

Force, additive due to Fr 

external disturbances 

Force, load friction 

Fc = u W. for horizontal plane 

Fc = u W. cos 0 for inclined plane 

where u = coefficient of friction with typical 

values of 0.1 to 0.3 

0 = angle of incline in degrees FNTERp RISES, 


Force, maximum cylinder — Fryax=A;- Ps 41! Pano sma 





. Bide No | Conte, 
Force, seal friction Fs — 0.1 Fmax Raja Ghhzsnfar | 
or use values from DDAR Alba co Kh-a v 
the applicable cylinder HI 
catalog 
Load flow Q, = 0,06A - Vmax l/min 
when A = cm° 3.78 l/min 
Vmax = cm/sec USgpm 
Q, =A- Vya USgpm 
ge 
when A= 
VMAX = see 
Load weight 0.445 daN/Ibf 
Mass, total 
where 
g = 1000 cm/sec? 0.454 kg/Ib 
or 
g = 386 in/sec* 
Mass, piston Mp = values from 


applicable cylinder 
catalog 
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Parameter or Calculation Metric Conversion 
nomenclature or symbol units | 
Pressure, cap end P, = calculated | 
for each example | 
rod end P, = calculated 
for each example 0.070 bar/psi 
supply Ps = based on cylinder | 
or power unit size 
return Pr = dependent on 
(tank) return 
line restrictions 
Stroke, cylinder cm In  |254cmíin 
Time, acceleration ta 
deceleration ty 
total limit t 
Velocity, maximum Vuax= S cm in 254cm /in 
cylinder (t, — t) Sec Sec sec / sec 
where t, = t; 
i 
| | 
Given (or calculated) Conversion 


parameters for hydraulic 
motor application examples 


The ideal electrohydraulic motor 
provides torque proportional to servo 
valve differential pressure, and velo- 
city (speed) proportional to servovalve 
control flow. 
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Parameter or Calculation Metric 

nomenclature or symbol units 

Acceleration, angular | a= 2u radians | radians 

(or deceleration) | 

Displacement (motor) cm? 16.4 cm?/r 
r F in*/rev 





CO 
kul 3 
CH 
Elg 
CH 












Inertia, total applied. Ibfin-sec^ 

Inertia, load x 

Inertia, motor = 005 |, to .02 |, 0.113 Nm-sec? 
or use values from the Ibfin-sec^ 
applicable motor catalog | 

Load flow (motor) Qu. = 0,01 (wy) Dy l/min 


when wy = radians/sec 
Du = cm?/rev 
Qu. zs 0.04 (cw) Du 








when wy = radians/sec 
Du = inš/rev 
P, =calculated 

for each example 






Pressure, inletto motor 






Pressure, outlet 











from motor P? = calculated 0.070 bar 
for each example psi 
Pressure, supply Ps = based on load 
torque required 






Pressure, tank (return) | Pr = dependent on 


motor P required 





elt 

— | 
š c» 

sis 

3/3. 

= 





Rotation, motor radians 


Speed (velocity), 9 radians 
maximum motor Sec 


Time, acceleration ta sec 
deceleration ty Sec 
total limit t Sec 





radians | 
radians | 
[ 
| 





















Torque, total required | T—ol-- T, +T Ib fin 0.113 Nm 
Ib fin 
Torque, damping Tp = use values from 
applicable motor catalog 
or estimate Tp = 0.10 T, 
to 0.15 T, 
Torque, load T, 

















Application example 1.0 
Differential cylinder extending with a positive load. 


Direction of motion 
— 





Given parameters 1.0: 
in Metric units 


Configuration 1.0: 


F=Ma+Fc+ Fr+ Fs daN (Ibf) F = 4450 daN 
m Ps = 210bar 

Using given parameters, P+ = 525bar 
find P, and P>. A, = 53,5cm 

po E sadi Gabaa bar(ps) || R = 1,4 

Ae (1 + R?) Vmax = 30 cm/s 
I Ps P, , | | Calculations 1.0: 
Po=Pr+ —=2 bar (PS!) | | in Metric units 


_ 210 (38,1) + 1,4? (4450 + 5,25 [38,1]) _ 420 
Check cylinder sizing and calculate 38,1 (1 + 1,45) 


rated flow, Qa, dependent on load 
pressure P4. P, = 120 bar 


QL m 0,06 (A) VMAX 





P. = 5,25 + FE 52 
Q= o Zon USgpm P, = 52 bar 
Q, = 0,06 (53,5) 30 = 96 


Up zs QL 


35 
_ 500 ` - 96 y — 39 260 
GE USgpm | | Qa 210— 120 
Qn = 60 l/min 


Select a standard SM4 servo valve 
size equal to or greater than the cal- 
culated Qg. 


Given parameters 1.0: 
in English units 


F = 10,000 Ibf 
Ps = 3,000 psi 
Pr = 75 psi 

A, = 83in 

A. = 59in* 

R = 1.4 

Vmax = 12 in/sec 


Calculations 1.0: 
in English units 


_ 3000 (5.9) + 1.4” (10,000 + 75 (5.91) _ 4797 
5.9 (1 + 1.4? 


P, = 1727 psi 


3000 — 1727 
———————É— -— 7 
1.4? e 


P; = 724 psi 


..e312 _ 
3.85 


Q, = 26 USgpm 


500 


am 


P,-75- 


= 16 


Qa = 16 USgpm 


i Khin ma. 


d *DDAR KARACHI 


N 
cO 





Application example 1.1 
Differential cylinder retracting with a positive load. 


Given parameters 1.1: 


Direction of motion in English units 
< A 
F = 10,000 Ibf 
Ps = 3,000 psi 
Pr = 75 psi 
A, = 83in? 
Ao = 5.9 in? 
H = 1.4 
Vmax = 12 in/sec 


Calculations 1.1: 

in English units 

P, = 3000 (5.9) 1.4° + (10,000 +75 [5.9] [1.4]) 
5.9 (1+ 1.44) | 


P, = 2678 psi | e 


P, =75 + (3000 —2678) 1.4? = 706 


P, = 706 psi 


= 2678 








Configuration 1.1: Given parameters 1.1: (5.9) 12 
| in Metric units Q= 7385 718 
€ Ps = 210bar Q. = 18 USgpm | 
Using given parameters, Pr = 525bar 
find Ps and P4. A, = 535 cm Qe = 18 500 » 
P E Ps AR? t (F T PrA,R) bar (psi) Ge 8 "in 2m i 3000 S 2678 
2") T K. wok od — = ^h 
| Ao (1 +R’) Vmax! = 30 cm/s Qa = 22 USgpm | 


P Pris EAR — ber(ps) | | Calculations 1.1: 
in Metric units 


Check cylinder sizing and calculate p, = 210 (88,1) 1,4? + 4450 +5,25 (38,1) 1,4 T 
J= 1 ! Up = 


rated flow, Qa, dependent on load 38,1 (1 + 1,45) 


pressure P}. 
| | x 
QL = 0,06 (Az) Vmax l/min Pa p 187 bar 
1 


P, 25,25 + (210 — 187) 1,4? = 52 


I 
_ (A)VuAx 
Q, = WC USgpm P, 52 bar 
! | 


Q. = 0,06 (38,1) 30 = 69 


. 35 | 
Qa = d P l/min Q, = 69 l/min 
i 
500 35 
i —900.-— = 69 V = — Bi] 
Qn a p.-p, USgpm || Qm 210 — 187 


Select a standard SM4 servo valve Qr = 84 l/min 
size equal to or greater than the cal- 
culated Qh. 











C2 


0 














Application example 2.0 
Differential cylinder extending with a negative load. 


Direction of motion 
—— ilie- 


es tr ILA 


Ps| ÍP+ 


, 





Given parameters 2.0: 
in Metric units 


Configuration 2.0: 


F=Ma+Fs-W_ daN (bt F = —2225 daN 
. | Ps = 175bar 
Using given parameters, Pr = Obar 
find P, and Ps. A4 = 81,3cm 
5 A> = 61,3cm? 
P, = EE bar (psi) R = 1,3 
Ao (1 + R ) VMAX = 12,7 cm/s 
E Ps P. , | | Calculations 2.0: 
Pam prt R2 bar (psi) in Metric units 


_ 175(61,3) + 1,3°(-2225 + 0[61,3]) _ 36 
Check cylinder sizing and calculate 61,30 +1,3) — — 


servo valve rated flow, Qa, dependent 
on load pressure P4. P, = 36 bar 


Pi 


QL = 0,06 (A1) Vmax l/min p,-04 125 - 36 "T 
1,3 
(Ai) V 
Q = TN USgpm P, = 82 bar 
; Q, = 0,06 (81,3) 12,7 = 62 
8 35 min 
R=A ae? Q. = 62 /min 


or 35 
Qa = 62 —————— =31 
500 USgpm 175 — 36 
Qa = 31 l/min 


Select a standard SM4 servo valve 
size equal to or greater than the cal- 
culated Qp. 


Given parameters 2.0: 
in English units 


F = —5,000 lbf 
Ps = 2,500 psi 
Pr = Opsi 

A, = 12.6in* 
Ao = 9.5 in? 

R 51.3 

Vmax = 5in/sec 


Calculations 2.0: 
in English units 


p, = 2500(9.5) +1 3° (-5000 + 0[9.5]) _ 503 


9.5 (1 + 1.33) 
P, = 503 psi 
psg a tia 
1.3 
P, = 1181 psi 
. (12.5 . 
Q= —385 9 
Q, = 16 USgpm 
500 
=16 |/ ————_- = 8.0 
Qn 2500 — 503 


Qp = 8.0 USgpm 


8 
INNY ENTERPRISES 
41! Panorama Conte, 
2 Raja Ghazunfa : 
r art Kh. 


B'dy Na 
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Application example 2.1 
sal Ma e cylinder retracting with a negative load. 


Direction 
of motion 





Configuration 2.1: Given parameters 2.1: 


in Metric units 





| 
"mw Ps = 210bar 
Using given parameters, Pr = Obar 
find P. abi P,. A = B1 3 cm 
3 Ao = 61,3 cm 
P; = Polo (ren) (e Ce r bar (psi) | R = 1,3 
| 2(1 +R’) Vmax = 25,4 cm/s 
i 
P;=P;+(Ps—P.)R? — bar(ps) | | Calculations 2.1: 


in Metric units 
p, = 210 (61,3) 1,33 — 4450 + 0 (61,3) 1,3 _ 
61,3 (1 +1,39 | 


Check cylinder sizing and calculate 
servo valve rated flow, Qa, dependent 
on cap end pressure Pp. 


Q. - 0,06 (As) Vmax l/min 
] 


Q, = (A9 VMAX ` 


22 


P, = 122 bar 
P, =0+ (210—122) 1,3? 


3.85 USgpm || | P. 2 149 bar 
Q, = 0,06 (61,3) 25,4 = 93 
Qa = Q 35 I/min 
GI j | Ps — P; Q, = 93 l/min 
o ` | 


_ 35  _ 
Qs 7 B3 | 210—122 °° 
Qr = 59 l/min 





Selecta standard SM4 servo valve 
size equal to or greater than the cal- 
culated Oe, 
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Given parameters 2.1: 
in English units | 








F = —10,000 bf 

Ps = 3,000 psi 

Pr = 0 psi 

Au = 12.6in? | 
As = 9.5in? | 
RH =1.3 | 


Vmax = 10 in/sec 


Calculations 2.1: 
in English units | 
9.5 (1+ 1.35) 








3 21734 


r] 
I 





P; = 1734 psi | 
P. = 0 + (3000 — 1734) 1.3? = 2140 





P, = 2140 psi 





_ _(9.5)10 ` 
Q= “335 7 25 


1 
| 
| 





Q, = 25 USgpm | 


500, | 
3000-1734 | 








geg 











C) 


Application example 3.0 


Differential cylinder extending on an inclined plane with a positive load. 





Configuration 3.0: 
F = Ma + Fk + Fs + W, (u cos8 + sind) daN (tbf) 


Using given parameters, 


find P4 and Po. 
_ Ps Ao + R? (F T Deche) 
P, ~ A+R) — 1 R8 bar (psi) 
P, Brit Zi bar (psi) 


Check cylinder sizing and calculate 
servo valve rated flow, Qa, dependent 
on cap end pressure P4. 


Q = 0,06 (A1) Vmax l/min 


Q, = (A1) VuAx 





= US 
L7 7 3.85 gpm 
35 I 
- | 
Qa = QL GE /min 
or 
500 
= == USapm 
Qa = QL P.—P, gp 


Select a standard SM4 servo valve 
size equal to or greater than the cal- 
culated Qn. 


Given parameters 3.0: 
in English units 


F = 5,000 It 
Ps = 2,000psi 
Pr = 50psi 
A, = 49 in? 
A; = 31in? 

R 251.6 

VMAX = 5 in/sec 


Calculations 3.0: 
in English units 


2 
P, = 2000 (3.1) + 1.6“ (5,000 + 50 [3.1]) _ 1228 


3.1 (1 + 1.65) 
P, = 1228 psi 
P,=50+ 2000 — 1228 —€— 
1.6 
Given parameters 3.0: P2 = 352 psi 
in Metric units (4.9) 5 
F = 2225daN Q. = -385 76-4 
Ps = 140 bar 
Pr = 3,5bar Q, = 6.4 USgpm 
Ay = 31 D cm 
Ap = 19,9 cm 500 
R 1,6 Qa = 6.4 — D A = 5.2 
Vmax = 12,7 cm/s 2000 — 1228 


Qa = 5.2 USgpm 


Calculations 3.0: 
in Metric units 


_ 140(19,9) + 1,67 (2225+3,5[19,9]) _ g5 
19,9 (1 + 1,6°) 


P, = 85 bar 


P, = 25 bar 


Q. = 0,06 (31,6) 12,7 = 24 


Q. = 24 |/min 


] / 35 

= 24 —Ə — M— o 1 

Qa 140 — 85 S 
Op = 19 l/min 


P1 


SONNY ENTERPRISES PA 
411 Panorama Centr 
Ride ~a 2 Ruja Ghaginfar «sii Kh m an, 
DAR KARAS M! 


CA 
Q3 





Application example 3.1 
Differential cylinder retracting on an inclined plane with a positive load. 


Given parameters 3.1: 
in English units 





F = 4,000 Ibf 
Ps = 2,000psi 
Pr = 50psi 
A, = 49in? 
Ao = 3.1 in? 

R = 1.6 

Vmax = 5in/sec 


Calculations 3.1: 

in English units 

p, = 2000 (3.1) + 1.6° + (4,000 + 50 [3.1] [1 El _ 4974 
3.1 (1 + 1.6) | 


P, = 1874 psi | © 


P, = 50 + (2000 — 1874) 1.6? = 373 





| P, = 373 psi | 
Configuration 3.1: Given parameters 3.1: (3.1) 5 
| | in Metric units Q= 7385 740 
F-Ma- FE + Fs + W. (u cos8 + siné) daN (bp F = 1780 daN 
m Ps = 140bar QL = 4.0 USgpm | 
Using given parameters, B 
find P; and P Pv Io Dar 
I IY A, = 31,6 cm Q.-4 500 247 
Ps A2R2 + (F + PAR) , || 22 |= 189cm n | 2000-1638 
P. = | AG+FR bar (psi) HR = 1 D 
| e Vmax = 12,7 cm/s Qa = 4.7 USgpm | 


P-Pr4(Ps-PJF? — bar (psi) | | Calculations 3.1: 
| in Metric units 
Check cylinder sizing and calculate p, = 140(19,9)1 6? + (1780 + 3,5 [19,9] 1,6) , 
2 = 1 i 1 3 H = 


servo valve rated flow, Qa, dependent 199 (1 1,6 31 
on rod end load pressure P». i 
i dis 
Q. - 0,06 (A) vivax l/min PAM ipf ber 
" | P, =85 + (140— 131) 1,6? = 26 





| P, = 26 bar 
Q = (Ag) Vmax USgpm ! 





3.85 Q. = 0,06 (19,9) 12,7 = 15 
i 
= 15 l/mi 
Qn = QL > l/min a is. : 
pb: 





» 35 8 
el | Ge | 140-131 9 
| | 
an / SE USgpm Qe = 30 l/min 


Select a s Saud SM4 servo valve 
size equal to or greater than the cal- 
culated Qj. 
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Application example 4.0 
Differential cylinder extending on an inclined plane with a negative load. 


s nA 
i |" 
Given parameters 4.0: 
in Metric units 


Configuration 4.0: 


F = Ma + Fe + Fs + W. (u cos8 — sin@) daN (Ibf) 


Using given parameters, 
find P, and Po. 


B Ps Ao + R? (F + PrA;) ; 
P, A+R) (T RB) bar (psi) 
Po Bei Zi, bar (psi) 


Check cylinder sizing and calculate 
servo valve rated flow, Qa, dependent 
on cap end pressure P4. 








Q, = 0,06 (A1) Vmax l/min 
or 
_ _ (Ai) Vmax 
Qi 3.85 USgpm 
35 
- | 
Qa = Q. P.- P. /min 
Or 
500 
= US 
Qa = Q. GP gpm 


Select a standard SM4 servo valve 
size equal to or greater than the cal- 
culated Qp. 





F = —6675 daN 
Ps = 210 bar 
Pr = OU bar 

A, = 53,5cm 
Ao = 38,1 cm? 
R = 1,4 

Vmax = 25,4 cm/s 


Calculations 4.0: 
in Metric units 
p, = 210(38,1) + 1,4” (-6675 +0[38,1]) _ _a¢ 
Ls ee. ae E 
38,1 (1 + 1,4) 


P, = —36 bar i 


Caution: 


Negative load will cause cylinder 
cavitation. Change given parameters 
by increasing cylinder size, system 
pressure, or decreasing the total 
force required. 


choose; in Metric units 


A,= 126 cm? 
Ao= 106 cm? 
R = 1,2 


Calculations 4.0: 
in Metric units 
210 (106) + 1 De (-6675 + 0 [106]) 


P, = : - 44 
106 (1 + 1,2) 
P4 = 44 bar 
210-44 
mo a 





P» = 116 bar 


Q, = 0,06 (126) 25,4 = 192 


Q, = 192 l/min 


35 


= 192 = 
210-44 


O 
= 


i 


88 


Qp = 88 l/min 


Given parameters 4.0: 
in English units 


F = —15,000 Ibf 
Ps = 3,000 psi 
P+ = 0 psi 

Ay = 8.3 in? 

As = 59in? 

R = 1.4 

Vmax = 10 in/sec 


P; = 3000 (5.9) + 1.4° (-15,000+ 0 [5.9]) _ —530 
9.9 (1 + 1.4) 


P, = —530 psi 


Caution: 


Negative load will cause cylinder 
cavitation. Change given parameters 
by increasing cylinder size, system 
pressure, or decreasing the total 


3000 (16.5) + 1.2°(-15,000 + 0 [16.5]) _ 
16.5 (1 + 1,23) 


P, = 620 psi 


3000 — 620 
n = 1 
122 653 


P, = 1653 psi 


(19.6) 10 
= EE 
I 3.85 


P, = 620 


P;,= 0 + 


Q, = 51 USgpm 


500 
=51 —— — Se 
Ge | 3000-620 ^ 
Qa = 23 USgpm 


3 


Cc 


Application example 4.1 


iis diia cylinder retracting on an inclined plane with a negative load. 


Eesbech 


eil nA 
— | Ps 


Given parameters 4.1: 
in Metric units 


Configuration 4.1: 
F = Ma + Fk + Fs + W, (u cos0 — sind) daN (bf 


F = -6675 daN 
eine ei | Ps = 210bar 
Jsing given parameters, Pr = Obar 
find P, and P4. A, = 53,5 cm? 

l 3 Ao = 38,1 cm? 
p,- Pete AEEA bar(ps) || R= 14 
| 2(1+R) Vmax = 25,4 cm/s 


Dis Dr *(Ps -PjR* bar (psi) 


Check cylinder sizing and calculate 
servo valve rated flow, Qa, dependent | P:= 
on rod end pressure Ps. 


Calculations 4.1: 


in Metric units 


210 (38,1) 1,4° + (-6375 + 0 [38,1] 1,4) _ 107 


38,1 (1 + 1,4°) 


P, = 107 bar 


QL - 0,06 (As) Vmax l/min 
B | P4 = D + (210 — 107) 1,4? = 202 
| P, = 202 bar 
q = A2 ymax USgpm - - 
3.85 : Q c 28810254 op 
| - | 16,67 





E l/min 
Ps— P; Q. = 58 l/min 


Gi | ] / 35 
= 58 —— = 94 
| 500 Qa 210 — 107 
— USgpm 
Qr = 34 l/min 








Select a standard SM4 servo valve 
size equal to or greater than the cal- 
culated Qa. 
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Given parameters 4.1: 
in English units 


F = —15,000 lbf 
Ps = 3,000 psi 
Pr = Opsi 

A, = 8.3in? 

A = 59in? 

R = 1.4 

Vmax = 10 in/sec 


Calculations 4.1: 

in English units 

p, = 3000 (5.9) +1.4°+ (715,000 + 0[5.9] 1.4) _ 4548 
5.9 (1-- 1.4? | 


P, = 1518 psi | 


P, =0 + (3000 — 1518) 1.4? - 2904 





_ (5.9) 10 _ 
Q. = 75.85 x wa 
Q. = 15 USgpm | 
500 | 
-1 — — EB 
Qn 7 15 V 3000—1518 | E 
Qr = 8.7 USgpm | 














Application example 5.0 
Symmetrical cylinder with a positive load. 


Extending 


iod of motion 


Retracting 


Ag 


Configuration 5.0: Given parameters 5.0: 
in Metric units 
F=Ma+FotFet+Fs daN (Ibf) F = 4450 daN 
. : I Ps = 175bar 
Using given parameters, find P4. Pr = 5,25bar 
PsAə+(F+PrA2) e EE 
P, = — bar (psi) | | Vmax = 12,7 cm/s 
2 
Calculations 5.0: 
P =Ps- P4 +P- bar (psi) in Metric units 


P, = 175 (38,1) + (4450+5.25[981) _ 149 
Check cylinder sizing and calculate 2 (38,1) 


servo valve rated flow, Qa, dependent 


on pressure P4. P, = 149 bar 


Q: = 0,06 (A2) Vmax l/min P, = 175 — 149 + 5,25 = 32 


or P» = 32 bar 





Q, = A) ymax USgom | | Q. = 0,66 (38,1) 12,7 =29 
3.85 
Q. = 29 l/min 
35 | 
Qn ES QL l/min 35 
P = P = 2 EE A 
—— SES | 175-149 ° 


or 
Qp = 34 l/min 
500 


USgpm 


Select a standard SM4 servo valve 
size equal to or greater than the cal- 
culated Qp. 





Zeen of motion 
2 


Given parameters 5.0: 
in English units 


F = 10,000 lbf 
Ps = 2,500 psi 
Pr = 75psi 

Ae = 5.9 in? 
Vmax = 5in/sec 


Calculations 5.0: 

in English units 

P, = 2500 (5.9) + (10,000 + 75 [5.9]) 
2 (5.9) 


P, = 2134 psi 


P, = 2500 — 2134+ 75 = 441 


P = 441 psi 


(5.9) 5 
3.85 


Q. = 7.6 USgpm 


500 
=76 ee. 
Qn 2500 — 2134 an 


Qr = 9.0 USgpm 


= 2134 


sOoONWY ENTERPRISES PAY) 


411 Pxnorema Conte 
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Application example 5.1 
Symmetrical cylinder with a negative load. 








Extending Retracting 


Direction of motion | Direction 
of motion 


i 
ESO 


"TI Bel IR 





Configuration 5.1: — parameters 5.1: Given parameters 9.1: 
| in Metric units in English units | 
F=Ma+Fs-W. ` daN (bf) F | = -4450 daN F = -10,000 bf | 
Ps = 210 bar Ps = 3,000 psi | 
Using given parameters, find P4. P. = Obar P. = Opsi P | 
| Ao = 60,6cm? Ao = 9.4in? | 
P, = "TESS T bar (psi) Vmax = 12,7 cm/s Vmax = 5in/sec | 
2 
| Calculations 5.1: Calculations 5.1: 
P2- Ps- P, Pr bar (psi) | | in Metric units in English units 
| p, = 210 (60,6) + (74450 * 0 [60,6) ` ep p, = 3000 (9.4) + (-10,000 + 0 [9.4]) _ ogg 
Check cylinder sizing and calculate 2 (60,6) | "994  — | i 
| 


servo valve rated flow, Qa, dependent 


on pressure P.. P4 = 68 bar P, = 968 psi | 


| 
Q = 0,06 (A2) Vmax /min P2 = 210-68 + 0 = 142 P = 3000 — 968 + 0 = 2032 
l 
or l| | P; = 142 bar P, = 2032 psi 
| Qi, = 0,06 (60,6) 12,7 = 46- (9.4) 5 


3.85 


Q| = 46 /min 
Q. = 12 USgpm | 


35 | 
= 4 = - l 
RER , 210-68 ^ q = y 500 89 
| 3000-968 ` 
Up = 23 l/min 
Qr = 6.0 USgpm | 


| 





Q, = —— =R = 12 x 
] 





Select a standard SM4 servo valve 
size equal to or greater than the cal- 
culated Qa. 





38 





Application example 6.0 
Hydraulic motor with a positive load. 


Given parameters 6.0: 
in English units 





T = 500 Ibfin 
Direction of a I 
station i, I ES psi 

Du = 5in*/rev. 

wy = 10 radians/sec 


Calculations 6.0: 
in English units 


P, = ADIT. 7 500 = 1814 


P, = 1814 psi 


P; = (3000 — 1814 + 0) = 1186 


P. = 1186 psi 


Qm = 0.04 (10) 5 = 2.0 


Qui = 2.0 USgpm 





Configuration 6.0: Given parameters 6.0: 
in Metric units Qa = 2.0 . 900 _ = 1.3 
T-al*Tp*T, Nm (fin) T = 56,5Nm 3000-1814 
l f Ps = 210 bar 
Using given parameters, Pr = Obar Qr = 1.3 USgpm 
find P, and Pb. Du = 82cm?/r 
- ab, i 10-77 " wm = 10rad/s 
qe —[KP MM a 
2 Dm Calculations 6.0: 


in Metric units 
P, = SC , 107 (56,5) — 127 


P2= (Ps — P4 + Px) bar (psi) P, = 127 bar 
Check cylinder sizing and calculate P2 = 210 - 127 +0 = 83 


servo valve rated flow, Qa, dependent P, = 83 bar 
on pressure P4. 


Qu. = 0,01 (10) 82 = 8,2 





Qui = 0,01 (wm) Dm l/min 











Qu. = 8,2 l/min 
or taka eg 
Qu = 0.04 (wy) Dm USgpm Qe = 8.2 ] / 35 _ Ges 8 41! Panorama = A 
= J = y . an P, 
= 210 — 127 £ D Raja Ghazanfar Ari Khay 
Qr = Qu P P l/min Qpr = 5.3 l/min "t DDAR KARACH] o. 
S—V1 
or 
500 
= USgpm 
Up = Qu Ps— P. gp 


Select a standard SM4 servo valve 
size equal to or greater than the cal- 


e culated Qp. 
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Application example 6.1 
nyerati motor with a negative load. 


Direction 
of rotation 


P4 


HEX 
T 


, l 





Configuration 6.1: Given parameters 6.1: 
in Metric units 
Taf — Ip* TL Nm (Ibfin) T — —170 Nm 
Ps = 210 bar 
Using given parameters, P+ = Obar 
find P4 and Po. Dy = 82cm?/r 
p,--PstPr, 1077 par om CHE 
| 2 Du Calculations 6.1: 


in Metric units 
p 1019. _107(-170) . 4g 
2 82 


i 
P,=(Ps-P, +P) bar (psi) | | | P: = 40bar 


P, =210 — 40 0 = 170 


pr 170 bar 


Quu = 0,01 (10) 82 = 8,2 


"EE | Qu. = 8,2 min 
Qu = 0104 (ou) D USgpm ] /—38— 
ML | (wm) Du gp Qe + 8,2 35 3.6 









Check cylinder sizing and calculate 
servo valve rated flow, Qa, dependent 
on pressure P4. 


Ee 0,01 (wy) Dy l/min 








| 210-40 
35 | 
Qa = op SE min Qa = 3,6 /min | 
or | 
| 500 
3 US 
Qa Sé SR gpm 


Select a standard SM4 servo valve 
size equal to or greater than the cal- 
culated Qp. 
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Given parameters 6.1: 
in English units 


T = -1500lbfin 

Ps = 3000 psi x 
Pr = Opsi 

Dy = 5in?rev. 

wm = lOradians/sec 


Calculations 6.1: 
in English units 


P,= 


Qu. = 0.04 (10) 5 = 2.0 | 
Qu -2.0USgpm ` -— 


| 
q =2.0 /—200 — 














n d 
B 


Ordering information 


opecify the following requirements to ensure the proper model selection. 


Using the data on catalog pages 18 
to 25 and the servo valve application 
and sizing guidelines on pages 26 to 
40, determine whether a standard or 
customized valve is needed for your 
application. After selecting the servo 
valve model and part number, choose 
the required accessory products 
using the charts following each valve 
size on pages 42 to 44. 


Model code for standard 
SM4 servo valves 
SMA-**- (Prey oes petes cien 


Valve size and port circle 
mounting interface 





Valve size Port circle 

10 15,9 mm (0.625 in) 
15 23,9 mm (0.937 in) 
20 22,2 mm (0.875 in) 
30 * Non-circular 

40 44,5 mm (1.750 in) 
* See page 25 for port 

configuration 


Rated flow 
at 70 bar (1000 psi) Ap (P-A-B-T) 












Code Available with SM4- 


(USgpm) l/min 
(1.0) 3,8 





(40) 151 










Coil resistance/rated current 


code (Ohms/mA) at 21°C (70°F) 


200/15 
80/40 
30/100 
20/100 


80/65 


Standard options 
for SM4-10, 15, 
20 and 40 sizes 


For SM4-30 only 


Design number 


10 series for SM4-10, 15, 20 and 40. 
20 series for SM4-30. 

Subject to change. 

Installation dimension unaltered for 
design numbers *0 to *9 inclusive 


Servo valves and accessories must be ordered separately. 
Example of an order for inch units 










Quantity 


—À Lh I ` sch, ` sch ` sch 


SM4FV-20-10 flushing valve 
Flushing valve bolt kit 


Model description 


SM4-20(10)38-200/15-10 valve 

Valve mounting bolt kit BK866687 
SM4M-20-10 rear port subplate manifold 
Subplate manifold bolt kit BK855992 





689783 
866687 
682997 
855992 
682999 
688701 





Example of an order for metric units 





Quantity 


— ad —L ` sesch ` esch, ` esch 


SM4FV-20-10 flushing valve 


Model code for customized 
versions of SM4 servo 
valves 


a. 


From the standard code above, 
determine the designation of the 
servo valve nearest to the require- 
ments. 


. Separately list and define the 


characteristics of all customized 
features for the application. Your 
Vickers representative will be plea- 
sed to assist. 


. After completion of any necessary 


design and development work, 
Vickers will assign an S-number 
suffix that will define the group of 
special features. The complete 


Model description 


SM4-20(10)38-200/15-10 valve 

Valve mounting bolt kit BK866690M 
SM4M-20-10M rear port subplate manifold 
Subplate manifold bolt kit BK855993M 


Flushing valve bolt kit BK689630M 
















689783 
866690M 
866664 

855993M 
682999 
68963M 








S M 4 Egide pes e Sn 


Special features suffix 


One unique suffix, e. g. S963, will 
denote a particular group of 
customized features such as: 


Rated flow, 

Coil resistance/current, 

spool 9o overlap/underlap, 
electrical connector position, 
5th port (pilot pressure) SM4-20 
only, 

high frequency response, 

high pressure version. 


Note: Customized models will affect 


model designation will then be in price and delivery. 


the form of; Z MM S 
Standard model and part numbers are listed on 
pages 42 to 44. Hecommended selections are 
shown in bold print for your convenience. 


SONNY BNTERPRISFS PI 


41! Panorama Cente. 


Bide ~o 2 Raja Ghazanfar si Khen We 
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Standard SM4-10 SM4-10 
servo valves accessories 
| 
Model number Partnumber | Description Model number Part number 
SM4- 10(1)3. 8-80/40-10 855356 Valve mounting bolt kit 1/4 — 20 x 2 1/4" BK866685 86005 
SM4-1 0(1)3. 8-20/200-10 687982 Valve mounting bolt kit M6 x 60 mm BK689623M 689623 
SM4-10(1 3. 8-200/15-10 855352 | 
SM4-10(1 ii 8-30/100-10 855357 Subplate, rear port (inch) SM4M- 10-10 682142 
Subplate, rear part(metric).... j SM4M-10-10M 866654 
SM4-10(2. 5)9- -80/40-10 689896 ` Subplate, side port (inch) SMAME:s10-1p. ua 682143 
SM4-10(2. 5)9- -20/200-10 683582 Subplate, side port (metric) SM4ME-10-10M 866656 
SM4-10(2. 5)9- -200/15-10 855353 Subplate mounting bolt kit 1/4 — 20 x 1 1/2" BK855992 855992 
SM4-10(2. 5)9- -30/100-10 855358 Subplate mounting bolt kit M6 x 40 mm BK855993M 855993 
SM4-1 o5) 9-80/40-10 689875 Adaptor to CETOP-3 (inch) SM4A-3-10-10 686617 
SM4-10(5)19-20/200-10 683005 Adaptor to CETOP-3 (metric) SM4A-3-10-10M 866655 
SM4-10(5)19-200/15-10 855354 Adaptor-3 mounting bolt kit 10 — 24 x 1/2" BK855984 855984 
SM4-10(5)19-30/100-10 855359 Adaptor-3 mounting bolt kit M5 x 12 mm BK855985M 855985 
SM4-10(7. 5)28- -80/40-10 514604 Flushing valve (inch) SM4FV-10/15-10 Re 
SM4-10(7. 5)28- -20/200-10 683585 Flushing valve mounting bolt kit 1/4 — 20 x 1” BK866686 866686 
SM4-10(7. 5)28- -200/15-10 855355 Flushing valve mounting bolt kit M6x25 mm BK689629M 689629 
SM4-10(7. 5)28- -30/100-10 855360 7 
Cableiconnector MS3106-14S-2S 242123 
SM4-10(1 i 80/40-10 855970 Cableiclamp MS3057-6 126058 
SM4-10(1 0)38- -20/200-10 688727 
SM4-10(10)38- -200/15-10 | 855969 
SM4-10(1 0)38- -30/100-10 855971 
Recommended selections shown in bold print. 
Standard SM4-15 SM4-15 
servo valves accessories 
Model number Partnumber | Description Model number Part number 
SM4-15(1 )3.8-80/40-10 855366 Valve mounting bolt kit 1/4 — 20 x 2 1/4" BK866685 866685 
SM4-15(1)3.8-20/200-10 855374 Valve mounting bolt kit M6 x 60 mm BK689623M 689623 
SM4-15(1)3.8-200/15-10 855361 | | 
SM4-15(1 3.8-30/1 00-10 855358 Subplate, rear port (inch) SM4M-15-10 989027 
- Subplate, rear port (metric) SM4M-15-10M 866658 
SM4-15(2.5)9-80/40-10 635664 Subplate, side port (inch) SM4ME-15-10 989028 
SM4-15(2.5)9-20/200-10 683017 Subplate, side port (metric) SM4ME-15-10M 866659 
SM4-15(2.5)9-200/15-10 855362 Subplate mounting bolt kit 1/4 —20 x 1 1/2" BK855992 855992 
SM4-15(2.5)9-300/100-10 855369 Subplate mounting bolt kit M6 x 40 mm BK855993M 855993 
SM4- 15(5)19- 80/40-10 689822 Adaptor to .875 port circle (inch) | SM4A-15-M76-10 635670 
SM4- -15(5)19- -20/200-10 596426 Adaptor to .875 port circle (metric) SM4A-15-M76-10M 866660 
SM4-15(5 )19- 200/15-10 855363 Adaptor (.875) mounting bolt kit 5/16 — 18 x 1 1/4” BK688701 688701 
SM4- ZE -30/100-10 855370 Adaptor (.875) mounting bolt kit M8 x 35 mm BK689630M 689630 
SM4-15(7.5)28- -80/40-10 855367 Adaptor to CETOP 3 (inch) SM4A-3-15-10 686519 
SM4-15(7. 9)28- -20/200-10 855302 Adaptor to CETOP 3 (metric) SM4A-3-15-10M 866661 
SM4-15( (7.5)28- -200/15-10 855364 Adaptor-3 mounting bolt kit 10 — 24 x 1/2" BK855984 855984 
SM4-15(7. 9)28- -30/100-10 855371 Adaptor-3 mounting bolt kit M5 x 12 mm BK855985M 855985 
SM4-15(10)38-80/40-10 682135 | 
SM4-15(10)38-20/200-10 989021 
SM4- -15(10)88- -200/15-10 682119 
SM4- 15(10)88- -30/100-10 855372 


Recommended selections shown in bold print. 
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Standard SM4-15 


servo valves (cont.) 


SM4-15 
accessories (cont.) 





Model number Partnumber | Description Model number Part number 
SM4-15(12.5)47-80/40-10 683594 Adaptor to CETOP 5 (inch) SM4A-5-15-10 686521 
SM4-15(12.5)47-20/200-10 627657 Adaptor to CETOP 5 (metric) SM4A-5-15-10M 866662 
SM4-15(12.5)47-200/15-10 855365 Adaptor-5 mounting bolt kit 1/4 — 20 x 3/4" BK855986 855986 
SM4-15(12.5)47-30/100-10 855373 Adaptor-5 mounting bolt kit M6 x 20 mm BK855987M 855987 
SM4-15(15)57-80/40-10 635678 Flushing valve (inch) SM4FV-10/15-10 633231 
SM4-15(15)57-20/200-10 — 681347 Flushing valve mounting bolt kit 1/4 — 20 x 1" BK866686 866686 
SM4-15(15)57-200/15-10 855973 Flushing valve mounting bolt kit M6 x 25 mm BK689629M 689629 
SM4-15(15)57-30/100-10 514581 
— . s y | Cable connector MS3106-14S-2S 242123 
Recommended selections shown in bold print. | Cable clamp MS3507-6 126058 
Standard SM4-20 SM4-20 
servo valves accessories 
Model number Partnumber | Description Model number Part number 
SM4-20(1)3.8-80/40-10 855380 Valve mounting bolt kit 5/16 — 18 x 2" BK866687 866687 
SM4-20(1)3.8-20/200-10 689944 Valve mounting bolt kit M8 x 50 mm BK866690 866690 
SM4-20(1)3.8-200/15-10 689984 
SM4-20(1)3.8-30/100-10 855382 Subplate, rear port (inch) SM4M-20-10 682997 
Subplate, rear port (metric) SM4M-20-10M 866664 
SM4-20(2.5)9-80/40-10 689823 Subplate, side port (inch) SM4ME-20-10 682998 
SM4-20(2.5)9-20/200-10 689942 Subplate, side port (metric) SM4ME-20-10M 866665 
SM4-20(2.5)9-200/15-10 687270 Subplate mounting bolt kit 1/4 — 20 x 1 1/2” BK855992M 855992 
SM4-20(2.5)9-30/100-10 689943 Subplate mounting bolt kit M6 x 40 mm BK855993M 855993 
SM4-20(5)19-80/40-10 689824 Adaptor to CETOP 5 (inch) SM4A-5-20-10 686619 
SM4-20(5)19-20/200-10 688717 Adaptor to CETOP 5 (metric) SM4A-5-10-10M 866666 
SM4-20(5)19-200/15-10 855376 Adaptor-5 mounting bolt kit 1/4 — 20 x 3/4” BK855986 855986 
SM4-20(5)19-30/100-10 855383 Adaptor-5 mounting bolt kit M6 x 20 mm BK855987M 855987 
SM4-20(7.5)28-80/40-10 689825 Flushing valve (inch) SM4FV-20-10 682999 
SM4-20(7.5)28-20/200-10 855386 Flushing valve mounting bolt kit 5/16 — 18 x 1 1/4” BK688701 688701 
SM4-20(7.5)28-200/15-10 — 855377 Flushing valve mounting bolt kit M8 x 35 mm BK689630M 689630 
SM4-20(7.5)28-30/100-10 855384 
Filter module (inch) SM4FM-20/30-10 686501 
SMOD IUOS 20D P ' iode Filter module mounting bolt kit 5/16 — 18 x 2 3/4" BK855421 855421 
i E 2 Fi it 
SM4-20(10)38-200/15-10 684968 ilter module mounting bolt kit M8 x 70 mm BK689624M 689624 
SM4-20(10)38-30/100-10 687242 Cable connector MS3106-14S-2S 242123 
Cable clam - 
SM4-20(12.5)47-80/40-10 — 855381 Ge de e 
SM4-20(12.5)47-20/200-10 855387 
SM4-20(12.5)47-200/15-10 855378 
SM4-20(12.5)47-30/100-10 855385 
SM4-20(15)57-80/40-10 682121 SUNNY ENTERPRISES PAV 
SM4-20(15)57-20/200-10 683024 Mk? 
SM4-20(15)57-200/15-10 | 855379 Bidg Na 2 Raja Ghazsofar au Kh«a Rood 
SM4-20(15)57-30/100-10 687243 SADDAR KARACHI 
SM4-20(20)76-80/40-10 855978 
SM4-20(20)76-20/200-10 855980 en 
SM4-20(20)76-200/15-10 ^ 855976 N"Y ENTER 
SM4-20(20)76-30/100-10 | 855979 4i p, PRISPS,; A v 
rar ae ee eee NOM S Bide No 2R Greng, Canta 
Recommended selections shown in bold print. 


“ja Ghazanfar ¿ri 
d EN 
“PPAR KARACH; ` ` "TA 
































standard SM4-30 SM4-30 
servo valves accessories 
Standard lid analis 3 Description Model number Part number 
ł — — — —  ——— u 
Model number Partnumber | valve mounting bolt kit 1⁄4—20 x 1 1/4” BK866688 866688 
SM 4-30(30)1 13-80/65-20 — 627621 Valve mounting bolt kit M6 x 35 mm BK689626M 689626 
SM4-30(15)57-80/65-20 ^ — 684988 Subplate, rear port (inch) SM4M-30-10 627617 
SM4-30(25)95-80/65-20 — 681349 Subplate, rear port (metric) SM4M-30-10M 866669 
| Subplate, side port (inch) SM4ME-30-10 627616 
High response Subplate, side port (metric) SM4ME-10-10M — 866670 
Madalnumlar a., | Subplate mounting boit kit 1/4— 20 x 2 1/4" BK866685 866685 
linis Ll s Subplate mounting bolt kit M6 x 60 mm BK689623 689623 
au cues ée, Adaptor to CETOP 5 (inch) SM4A-5-30-10 686621 
| Adaptor to CETOP 5 (metric) SM4A-5-30-10M 866671 
Adaptor-5 mounting bolt kit 1/4 — 20 x 3/4" BK855968 055986 
E Adaptor-5 mounting bolt kit M6 x 20 mm BK855987M 855987 
———————————————————————— á——— M — a P — sn0$€ 
Model number ` ` ` Tat | Flushing valve (inch) SM4FV-30-10 633230 
SM4-30(25)95-80/65-20 681346 Flushing valve mounting bolt kit 1/4 — 20 x 1 1/4" BK866688 866688 
— — p Flushing valve mounting bolt kit M6 x 35 mm BK689626M 689626 
Robot high response Cable connector MS3106-149-28 — 242123 
Model number Partnumber | Cable clamp MS3057-6 126058 
SM4-30(25)95-80/65-21 593591 
Recommended selections shown in bold print. | 
| | 
Standard SM4-40 | SM4-40 
servo valves accessories 
Model number Partnumber | Description Model number Part number 
EE NEE 
SM4-40(20)76-80/40-10 855392 Valve mounting bolt kit 5/16 — 18 x 3" BK866689 866689 
SM4-40(20)76-20/200-10 689785 Valve mounting bolt kit M8 x 80 mm BK689628M 689628 
SM4-40(20)76-200/15-10 ^ 855388 : | | 
SM4-40(20)76-30/100-10 855394 Subplate, rear port (inch) SM4M-40-10 989025 
—- | Subplate, rear port (metric) SMAME-40-10M 866673 
SM4-40(25)95-80/40-10 ^ 689826 Subplate, side port (inch) SMAME-40-10 989026 
SM4-40(25)95-20/200-10 681348 Subplate, side port (metric) SM4ME-40-10M 866674 
SM4-40(25)95-200/15-10 855389 Subplate mounting bolt kit 1/4 — 20 x 2 1/4” BK866685 866685 
SM4-40(25)95-30/100-10 ^ 855395 Subplate mounting bolt kit M6 x 60 mm BK689623M 689623 
———————————ÓO—É——!"!"! DD ———————————————————————— M ———— M 
$M4-40(30]113-80/40-10 686523 Adaptor to CETOP 8 (inch) SM4A-8-40-10 686623 
SM4-40(30)113-20/200-10 684992 Adaptar to CETOP 8 (metric) SM4A-8-40-10M — 866675 
SM4-40(30)]13-200/15-10 855390 Adaptar-8 mounting bolt kit 1/2 — 13 x 2 1/4” BK855990 855990 
SM4-40(30)113-30/100-10 855396 Adaptar-8 mounting bolt kit M12 x 60 mm BK855991M 855991 
=———— F M—  ———əə əb.Ñ—ə—.—Ə—ə..L... —n—— s —— n mF Ex  - T 
SM4-40(35)1 32-80/40-10 689827 Flushing valve (inch) SM4FV-40-10 635681 
SM4-40(35)132-20/200-10 855399 Flushing valve mounting bolt kit5/16-18x11/4”  BK688701 688701 
SM4-40(35)132-200/15-10 855391 Flushing valve mounting bolt kit M8 x 35 mm BK 689630M 689630 
SM4-40(35)132-30/100-10 855397 | 
— r | Cable connector MS3106-14S-2S 242123 
SM4-40(40)151-80/40-10 855393 Cable clamp MS3057-6 126058 


SM4-40(40)151-20/200-10 855983 
SM4-40(40)151-200/15-10 689951 
SM4-40(40)151 -30/100-10 855398 


Recommended selections shown in bold print. 


t= 














Accessory products 


Servo valve mounting subplates, rear and side ported models SM4M(E) series 


1. Functional symbol 


SMAM-"*-"* Pp. 


SM4ME-*"*-** 


‘eT LS: 


© 2. Model and ordering code 





SM4M()-**-** * 














Port connection 
locations 
Blank = Rear ports 
E = Side ports 

Standard SM4 3. SM4M(E) operating data 
valve size 
10 = SM4-10 Maximum pressure when used with: 

15 = SM4-15 SM4-10/15/20/40 valves 210 bar (3000 psi) 
20 = SM4-20 SM4-30 valves 140 bar (2000 psi) 
30 = SM4-30 

40 = SM4-40 Hydraulic fluids and temperature ranges See page 55. 

3 Design number Installation dimensions See pages 46 to 49. 
10 series for SMAM(E) — Mass (weight): SM4M(E)- SR 0,73 kg (1.6 Ib) 
10/15/20/40 subplates. SM4M(E)-20 0,91 kg (2.0 Ib) 

20 series for SM4M(E) — 30 SM4M(E)-30 1,8 kg (4.0 Ib) 
subplates. SM4M(E)-40) 1,8 kg (4.0 Ib) 
Subject to change. — _— _ _ .. .LIC.C C l. —— — — — — — — — — — ——— 


Installation dimensions unaltered 
for design numbers *0 to *9 
inclusive. 


Metric suffix 
M — Metric version to NG (ISO) 
standards. 
SONwVYv" ENTERPR {SES PAY) 
41! Panorama Conte 
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4. SN installation dimensions; mm (inches) 


— 


| 
3rd angle 
Subplates — rear port a Lp: role ton «c4 
SM4M-10-10 390) |_| 
SM4M-15-10 E 
SM4M-10-10M 127 [S | 
SM4M-15-10M 


(3.000) 


"B" 4 places | 


M6 X 60 thd. or(0.250-20 UNC-2B) 
thd. 14,3 (0.562) deep. 4 places 


(0.281) thru 6,35 (0.25) O.D. tube 
1 (0.406) c'bore G% or (0.4375-20 
(0.250) deep. 14,2  UNF-2B) thd. 

laces (0.559)] 2 places 


1 
0, 


7,14 
10,3 
6,35 
4p 





A B 
Port circle Port dia. 


15.88 (.625) | 4.85 (.191) beet 
23.80(937) | 7.94(312| use UNF-2B) thd. 
4 places 


oubplates — side port 

SM4M ail 0-10 12,7 (0.50) O.D. tube 
SMAME-15-10 Gu or (0.750-16 UNF-2B) thd. 
SM4ME-10-10M Kass, 

SM4ME-15-10M 





7,14 (0.281) thru 
10,31 (0.406) c’bore 
6,35 (0.250) deep. 
4 places 


ZI NO 
I ] .250- -2B) thd. 
Port circle Port dia. 14,3 (0.562) deep. 


SM4ME-1 15.88 (.625) | 4.85 (.191) "B" 4 places ^ Places 
SM4ME-1 23.80 (.937) | 7.94(.312) 














Subplates — rear port 


SM4M-20-10 


SM4M-20-10M 22,22 (0.875) 


port circle 


8,71 (0.343) 
4 places 


(0.281) thru 

4 (0.407) c'bore 

(0.250) deep. 
plac 


11 (0.433) 


6,35 (0.25) O.D. tube 
Gi or (0.4375-20 UNF-2B) thd. 
3 places 


Subplates — side port 


SM4ME-20-10 
SM4ME-20-10M 


(0.281) thru 

1 (0.406) c'bore 

(0.250) deep. 
laces 


22,2 (0.875)- 
port circle 


TERPRISES (PAY 


orama Cente 


gonrvvy EN 
41} Pan 
2R ja Ghazanfar «4 K 


sADDAR KARAS 


7 
hae R oad 0? / 9) 


f Ag ~o 


(0.875) 

44,44 

9,91 (1.750) 
(0.390) 


M8 X 50 thd. or 
(0.312-18 UNC-2B) thd. 
15,9 (0.625) deep. 

4 places 


12,7 (0.50) O.D. tube 


G^ or (0.750-16 UNF-2B) thd. 


4 places 


Assembly number 


32,53 (1.280) 
= 6,3 (0.248) typ. 


M8 X 50 thd. or 
(0.312-18UNC-2B) thd. 
15,9 (0.625) deep. 

4 places 


T 
18 | 384 
(0.708) (1.500) 
typ. j 
12,7 (0.50) O.D. tube 


GG or (0.750-16 UNF-2B) thd. 
4 places 


- External pilot pressure 


6,35 (0.25) O.D. tube 
Gi or (0.4375-20 UNF-2B) thd. 


1 place 
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Subplates — rear port 


SM4M-30-20 
SM4M-30-20M 


12,7 (0.500) 
4 places 


(0.2 

1 (0. 

,35 (0.2 
places 


1) thru 
06) c'bore 
O) deep. 


: 


Subplates — side port 


SM4ME-30-20 
SM4ME-30-20M 


, 





M6 X 35 thd. or 
(0.250-20UNC-2B) thd. 
14,3 (0.562) deep. 

4 places 


Assembly number 


19,05 (0.75) O.D. tube 
G34 or (1.0625-12 UN-2B) thd. 


54 
(2.126. / 
Á 4 places 


63,5 (2.500) 


Gem 127 (5.000) => 


127 (5.000) 


, 63,5 | x 
HOG 


Assembly number 


19,05 (0.75) O.D. tube 
G% or (1.0625-12 UN-2B) thd.- 


4 places 


48 





0.281) thru 
(0.406) c'bore 
0.250) deep. 
laces 


( 
1 
( 


12,7 (0.500) 

4 places 
M6 X 35 thd. or 
(0.250-20UNC-2B) thd. 
14,3 (0.562) deep. 
4 places 











Subplates — rear port 
SM4M-40-10 | 
SM4M-40-10M 4 places 


44,46 (1.750) 
port circle 


(0.281) thru 
1 (0.406) c'bore 
(0.250) deep. 


19,05 (0.75) O.D. tube 
G% or (1.0625-12 UN-2B) thd. 
4 places 


66 (2.598) 
port circle 










SMAME-40-10 
SM4ME-40-10M 


4l! Panorama Cente 


x Ey Na 2 Raja Ghazanfarlan KA., 


Subplates — side port 
eco SONNY ENTERPRISES 


19,05 (0.75) O.D. tube 
G% or (1.0625-12 UN-2B) thd. 
4 places 


6,3 (0.248) 
yp. 
C 


44,46 (1.750) 
port circle 


14,28 (0.562) 
4 places 


0 thd. or 
12-18UNC-2B) thd. 
(0.625) deep. 
aces 
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Servo valves adapter manifolds SM4A series 


Design number 


10 Series for SM4A-10/15/20/40. 
20 series for SM4A- 30. 

Subject to change. 

Installation dimensions unaltered 
for design numbers "0 to *9 
inclusive. | 


1. Functional symbol 





T B 


[3] Metric suffix 


M — Metric version to NG (ISO) 
standards. 


3. SM4A operating data 


2. Model and ordering code 
SMAA-*-**-** * 








1 112113 Maximum pressure when used with: 
SM4-10/15/20/40 valves 
Mounting interface SMA-30 valves 
Code 1504401 tọ Standard SM4 Hydraulic fluids and temperature ranges 
mounting valve T NIS EP, | 
S 
Sa E SM4-10 nstallation dimensions 
3-15 03 SM4-15 Mass (weight): 
9-15 05 SM4-15 SM4A-3-10-10 (M) 
5-20 05 SM4-20 SM4A-3-15-10 (M) 
5-30 05 SM4-30 SM4A-5-20-10 (M) 
8-40 08 SM4-40 SM4A-5-15-10 (M) 





SM4A-5-30-10 (M) 
SM4A-8-40-10 (M) 


4. Kik installation dimensions; mm (inches) 





| M6 or 0.2500-20 UNC-2B 
Adapters thread d 75) deep. 
aces ror mountin 
SM4A:3-10-10 servo valve SM4-10. 







SM4A;3-10-10M 15,9 (0.625) port circle 





interface 





Lr. 
255 1-254. Roll pin; 


SAROS 59) (1.00) (1.00) 


78,7 (3.09 
8,7 (3.09) VW 


e 





Adapters 


SM4A-3- 15-10 
SM4A-3-15-10M 


0,75 







CETOP3 (D03) 


mil 00) (0.03) I-— 73 (2.87) 





140 bar (2000 psi) 


210 bar (3000 psi) 
See page 55. | 
| 


See below and page 91. 


0,240 kg (0.53 Ib) 
0,240 kg (0.53 Ib) 
0,439 kg (0.97 Ib) 
0,499kg(1.101D) 
0,625 kg (1.381b) 
2,013 kg (4.44 Ib) 






Q 8 (0.31) 


4 places 











8 (0.31) 
places 


n asd 
» 


23,8 (0.937) -“ 
port circle 


^ Mëor 0.2500-20 UNC-2B 
thread 12,7 (0.50) deep. 


5,6 (0.22) thru 


4 places for mounting (0.50) 


servo valve SM4-15 10 (0.39) c'bore 


9 I to depth shown: 

NUR 4 places for mounting 

NN IR CETOP3 (D03) 
interface 
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© Further information 
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Hydraulic fluids, temperature ranges 
and filtration/contaminant control 


Fluid types 


Antiwear hydraulic oils of viscosity 
grades from 32 cSt (150 SUS) to 48 
cSt (225 SUS), at 38°C (100°F), are 
recommended. Please consult 
Vickers if other fluids, e. g. fire-resi- 
stant types, are to be used. 

For general information about anti- 

wear hydraulic oils, see: 

a) Data sheet about hydraulic fluids in 
industrial applications. Available 
on request and also in the main 
Vickers industrial products 
catalog. 

b) Fluid suppliers publications. 


Viscosity/temperature 
limits 

Extreme viscosity limits of 220 cSt 
(1000 SUS) maximum and 13 cSt 
(70 SUS) minimum should not be 
exceeded at the respective operating 
temperature limits of 0°C (32°F) and 
85°C (185°F). However, to obtain opti- 
mum service life from both the oil and 
the hydraulic system, Vickers recom- 
mends that the oil temperature 
should not exceed 65 C (150 F). 


Contaminant control 


Contaminant in hydraulic systems is 
now recognized as the most likely 
cause of any malfunction or failure of 
hydraulic equipment. Dependent on 
the nature, size and/or amount of 
contaminant, it can cause: 

e Machine malfunction, particularly 
when operating toward maximum 
capacity. 

@ Risk of frequent breakdowns under 
the same conditions. 

@ Production rates below schedule. 

@ High product scrap rates and 
quality faults. 


Nature of 
contaminant 


Contaminant can be either particle 
contaminant or the product (s) of fluid 
degradation. 


Particle contaminant 


can be of metal, rubber, plastic, dirt, 
dust, fiber, sand, paint, etc. Several 
types may be present at any time. It 
can enter the fluid at any time after 
the fresh clean fluid has been ship- 
ped by the fluid manufacturer. There 
is usually little likelihood that fresh 
fluid became contaminated during 
the refining and blending processes. 


Fluid degradation 


shows in one or more ofthe following 

ways: 

@ Oxidation and/or the formation of 
gummy deposits and sludge from 
the combined effects of high tem- 
peratures, air, water and particle 
contaminant. These can increase 
viscosity, cause gummy deposits 
to coat moving parts, clog orifices 
and small passages, thus impair- 
ing smooth mechanical move- 
ments, and form sludge. 

@ Unstable emulsions of poor lubri- 
city formed when water accidently 
emulsifies with oil. These impair 
smooth movements and promote 
wear. 

@ Air bubbles in the fluid, particularly 
at low pressures. In excess, they 
cause noise in pumps and valves, 
leading to erratic or spongy 
machine movements, premature 
wear and failure. 


Filtration 
Hecommendations 


Adequate fluid filtration for protection 
from environmental contaminant 
ingression and generated contami- 
nants must be provided to ensure 
reliable system performance. Com- 
ponent filtration requirements are 
stated in terms of cleanliness levels 
based on the proposed International 
Organization for Standards (ISO) 
cleanliness code which defines maxi- 
mum contaminant particle count 
levels in the system fluid. The code 
also covers particle counting me- 
thods and calibration. 

Servo components need protection 
from silting by very small particles. 
We recommend ISO cleanliness code 
15/11 which defines fluid contamina- 
tion particle count of less than 320 
per milliter greater than 5 micrometre 
size, and 20 per milliter greater than 
15 micrometre. This protection can 
be provided by 10-micrometer ele- 


ments in the Vickers OFP pressure 
line filters. In most systems, these 
filters will be adequate to maintain 
the ISO cleanliness code of 15/11. 
However, should the environment be 
particularly dirty, finer filtration is re- 
commended. 

For more in-depth information about 
filtration, refer to "Effective Contami- 
nation Control in Fluid Power 
Systems" (Vickers bulletin 348), and 
OFP pressure line filter installation 
drawings 522175 and 522180. 

A servo valve should not be installed 
until after an acceptable contamina- 
tion level is attained. 


Installation and 
commissioning 


Before installing the servo valve, it is 
essential to carry out an effective 
flushing procedure on each installa- 
tion to remove in-built contaminant 
from new systems or those that have 
undergone major repairs. To this end, 
temporarily install the flushing valve 
in place of the servo valve. See pages 
92 and 53 for more details. 

On completion of the flushing opera- 
tion, remove the flushing module and 
immediately install the servo valve. 
Thereis norestriction on its mounting 
attitude. 

Vickers will be pleased to advise or 
assist further on flushing and other 
aspects of installation and commis- 
sioning in respect to your application. 
You should find the sections on “Fil- 
tration recommendations” and “Con- 
taminant control” above particularly 
useful. 
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EM Servo electronics qp 


Vickers amplifiers, power supplies, 

and function modules provide a con- | Basic Product summary 

venient and economical package of model 

electronics for closed loop servo | ! 

control. EM-D-20 Servo amplifier module; linear and integrating | 751233 
modes. Power output stage +600 mA into 20 Ohm load. 
Amplifier gain: 110 to 1520 mA/V 














EM-K-10 Linear ramp module; independent up and down 421092 
ramps. Ramping time 0 to 5 sec.; can be extended. 
Input: +10 VDC 
Output: +10 VDC 2 mA 


— 1 1! Beete ee u——————— — ———— 
EM-J-10 Programmer module; provides 5 analog command 635392 
levels by potentiometer adjustments, assorted relay 
logic and LED indicator lamps. 





EMRS-A-11 Power supply; capacity 1 module. 632885 
Input: 115 V AC 60 Hz 





EMP-A-20 Powersupply; capacity 4 modules. 751225 
Input: 115/230 V AC 50— 60 Hz 





In addition, EEA servo electronics (European style) are available for use in 
systems requiring card or rack mounted controls. Please refer to pages 65 to 
69 for specific details. 


EM-D-20 servo amplifier module 


Den H 
* = 2 


| 
| 





| 
1. Circi it and connections | 





Voltage amp. reset (11/8. 


Loue EI 


Linear 





Voltage amp. summing junction QOLL 


55 limiter 
Voltage amp. input 1 (sÍ! oo 
100K | > r” > 


27K || 270K S3 — giK 15K 


CW 
Voltage Power 


6 
Ratio de 
amplifier stage 
preamp 


C] EM-D-20 Module contracts 
(O EMP-A-20 and EMRS-A-11 Terminals 


Voltage amp. input 2 (JK! 


Voltage amp. output (er. 
ibo el stage preamp input 1 (4]u] 
Power stage preamp input 2 (Gs Í | 
Power stage preamp output (In 





di ES 














2. EM-D-20 operating data 


Usage 


The EM-D-20 amplifier can be plug- 
ged into the EMRS-A-11 single-mo- 
dule power supply or the EMP-A-20 
four-module power supply to drive 
any one of the SM4 valves in this 
catalog. 


Design 

The module consists of a power out- 
put stage and a general purpose vol- 
tage amplifier. The voltage amplifier 
may be used independently or in con- 
junction with the power output stage. 
Adjustment of current limiters and 
bias in the output stage permits the 
unit to drive single polarity servo val- 
ves, bipolar servo valves or other 
electrically modulated valves. 

The voltage amplifier stage may be 
set up as either a linear or an integra- 
ting amplifier depending on the set- 
ting of internal switches. Other swit- 
ches allow selection of a low or high 
gain range and selection of input er- 
ror limiting for velocity systems. An 
integrator reset circuit and an output 
saturation limiter are also provided. 


EM-D-20 installation 
and commissioning 
(startup) guidelines 


This amplifier is designed to control 
SM4 servo valves in closed loop, 
position, velocity, or pressure control 
circuits. In addition, the voltage 
amplifier portion of the unit may be 
used independently for other related 
control circuit functions. 


EM-D-20 ratings 
Power stage 


(Combined power output and power pre-amp stages) 


Output, at terminals 1 and 2 
Bias range 

Gain range 

Dither range 

Drift due to temperature 
Drift vs. supply voltage 
warm-up drift (30 minutes) 
Drift vs. time (24 hours) 
Frequency response 


Power preamp stage 


Output, at terminal 7 
Gain 
Limiting 


Voltage amplifier stage 


Output, at terminal 6 
Gain range with ratio potentiometer 


oncenter: Linear, low range 
Linear, high range 
Integrating, low range 
Integrating, high range 
Drift due to temperature 


Drift vs. supply voltage 
Warm-up drift (30 minutes) 
Drift vs. time (24 hours) 
Frequency response 


General 


Ambient temperature range 
Mass (weight) without amplifier 
Installation and commissioning 
(start-up) guide 


+600 mA into 20 Ohm load 
+400 mA 

110 to 1520 mAN 

0 to 40 mA 

«0,4 mA/°C (0.2 mA/°F) 

« 1mAN at maximum gain at null 
<2 mA 

<1 mA 

3 dB down at 300 Hz, 

maximum gain and +45 mA 


+6V x +0,5 mA 
1t013,8 VV 
Adjustable from +6V to 0 V 


+8x2mA 


0,08 VN to 1,09 VN 

0,49 VN to 6,7 VV 

1,5 V/sec V to 21,4 V/sec V 
9.6 V/sec V to 133 V/sec V 
«0,002 V/°C (0.001 V/° F) 
approx. at max. gain 
<0,010 VV at max. gain 
<0,02V 

<0,02V 

3 dB down at 1000 Hz, 
with maximum gain 


0 to 50°C (32 to 122*F) 
0,45 kg (1 Ib) 


See below and pages 58 and 59. 


3. Installation dimensions; mm (inches) 


Note: Switch contacts 
are closed when depres- 
sed side of switch is 
positioned toward edge 
of the board. 


Polarizing 
slot 
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Limiter ranges 


Limiter ranges are specified for the 
bias control at 0 mA. Limiter ranges 
are offset by the amount of bias when 
output is biased. 


Inversion 


Each of the three stages of the ampli- 

fier shown in the block diagram, page 
56, inverts the input polarity. Positive 
input gives negative output and nega- 
tive inputigives positive output. 


Heset 


When terminal 11, page 56, is groun- 
ded an integrator reset function is 
enabled, causing the voltage ampli- 
fier output to go virtually instantane- 
ously to zero or near zero. An open 
circuit on terminal 11 restores normal 
operation. Gain of the voltage ampli- 
fier in the reset mode with the ratio 
potentiometer centered is .021 V/V 
with S5 closed and .003 V/V with S5 
open. 


owitch functions (page 56) 


S1 — Puts voltage amplifier in 
Integrating mode when 
closed. 

S2 — Puts voltage amplifier in 


inear mode when closed. 

S1, S2 - When both are open, 
voltage amplifier operates 
open loop for use as a high 
gain of approximately 
20,000. 

S3 — Corrects voltage amplifier 
output to power stage input 
when closed. Voltage 
amplifier operates inde- 
pendantly when open. 

S4 — Bypasses the power stage 
input resistor at terminal 4 

hen closed, making the 
power stage summing junc- 
tion available at terminal 4. 
S5  -— Places the voltage amplifier 
in low gain range when 
open, and high gain range 
when closed. 

S6 — Adds a code threshold limi- 
er when closed. This limits 
the maximum error signal 

o reduce overshoot when 

sing the voltage amplifier 
as an integrator in velocity 
systems. Switch S5 must 
be open to use this feature. 
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Potentiometer adjustments (see diagrams page 56) 


Dither — Adjusts dither output from 0 mA (CCW) to 40 mA RMS (CW). 
Bias — Biases the power stage output with no input from —400 mA (CW), 
through 0 mA (center) to + 400 mA (CCW). 
- Limiter — Limits output current in negative direction from 0 mA (CCW) to 
— maximum output capability (CW). 
+ Limiter — Limits output in positive direction from 0 mA (CCW) to 
+ maximum output capability (CW). 


Gain 1 OC Adjusts gain of power stage from minimum (CCW) to maximum (CW). 

Gan?  — Adjusts gain of voltage amplifier stage from minimum (CCW) to 
maximum (CW). 

Ratio — Adjusts ratio of inputs at terminals 8 and 9. Center is for equal 


inputs. CW rotation increases 8/9 ratio. CCW rotation decreases 
8/9 ratio. 





EM-D-20 application examples | 


Typical position control circuit 


P 
" 


Servo valve 


` Í 


EM RS-A-11 


eg e 
AC 
power 
in 


ët error results in 
positive current from terminal 


Typical velocity control circuit 
Servo valve 


- 


Positive error input results in 
negative going current change 


at terminal 


Command 
pot 


Positive error input results in 
negative going current change 
at terminal 








Potentiometer and switch 
settings on 


EM-D-20 amplifier module 


Switch settings 
Typical positional control 
1 2 3 4 5 6 


Closed 
Open 


Darkend area represents depressed 
side of switch. 


Switch settings 
Typical velocity control 
1 2 3 4 5 6 


Closed 
Open 





Darkend area represents depressed 
side of switch. 


Switch settings 
Typical pressure control 
1 2 3 4 5 6 


Closed 
Open 


Darkend area represents depressed 
side of switch. 


Potentiometer 

adjustment settings 

Dither 5 — 20 96 

Bias Zero mA output at zero 
input 

+ Limiters +200 mA 

Gain 1 As required 

Gain 2 As required 

Ratio As required 


EM-K-10 ramp module 


-a 


R18 "1 = 





sie 


First Ramp Ramp Ext. 


stage no. 1 


no. 2 ramp 


output input input input 


Limiter | Ramp 
no.1 


(O Module contacts _ 
[ ]Corresponding EMRS or EMP power supply plate terminals 


2. EM-K-10 operating data 
Usage 


This ramp module converts step 
changes in input signals to ramped 
signals for smooth transition from 
one operating level to another. 
Ramping time can be adjusted from 
virtually instantaneous response to 5 
seconds for full range. Extended 
ramp times can be obtained with 
additional external capacitors. See 
specifications and curves for details. 
When used with an EM-D-20 servo 
amplifier, the ramp module provides 
a means of controlling speed in posi- 
tioning systems, acceleration and 
deceleration in speed control 
systems, and the rate of pressure 
change in pressure control systems. 
See application examples on 

page 61. 








Design 


The EM-K-10 consists of a linear 
circuit capable of accepting 0 to 
+10V DC step input voltage levels. 
Two ramp rate potentiometers allow 
adjusted ramp rates between 0.03 
and 0.5 seconds per Volt output 
change. Extended ramp rates up to 
25 sec/V output change can be obtai- 
ned by the addition of external mylar 
or similar quality capacitors with a 50 
Volt or higher rating. The ramp rate 
potentiometers are selected exter- 
nally by the use of a simple diode 
steering circuit or contact closures. 


In addition to the module mounted 
ramp rate potentiometers, provision 
has been made for the addition on an 
infinite number of externally located 
ramp rate potentiometers. 
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EM-K-10 ratings 


Ramp time 
characteristics 


EM-K-10 performance 


characteristics 

Ramp Time = ramp rate (sec/Volt) 
x Volts change. 

Examples: 

First "LT = 0.5 sec/Volt x 10 Volts 
= D sec 

Secondramptime =0.1 sec/Volt x 15 Volts 
= 1.5 sec 

Third ramp time = 0.5 sec/Volt x 5 Volts 
= 2.5 sec. 
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Input voltage —10V to +10V DC 

Input impedance 51kO0hm 

Output voltage —10V to «10V DC 

Output load impedance 5 k Ohm minimum 

Output current 2 mÀ maximum 

Ramp rate adjustment 0,03 to 0,5 sec/V output change 
with addition of external capacitors. 
See page 61. 

Number of independent ramp Two potentiometers on module 

rate adjustments 

Input/output relationship +1% of maximum input voltage. 

Extended ramp rates Up to 25 sec/V output change 
with addition of external capacitors. 
See below. 

Multiple ramp rates Terminal available for external 
connection of additional potentio- 
meters and relays. 

Ramp time characteristics and 

typical performance See diagrams below. 

General 

Ambient temperature range 0 to 50°C (32 to 122°F) 

Installation dimensions see page 61. 

Mass (weight): 0,45 kg (1 Ib) 


Extended ramp ranges 

Ramp rates can be extended beyond that shown above by adding external capaci- 
tors between terminals 1 and 2 (page 59). Capacitors should be mylar or similar 
quality with 50V or higher rating. 


Time range with external capacitors 


Subtract 2MFD from CIR 
reading to obtain At HHH 


external precio 


GE 
range 
PI ent 


r, ‘pot. setting- —trrttttL—1— 


— 2 MFD internal capacitor 


"IS HH i no external capacitor 
BEER 


.1 10 10 


1 
Ramp rate - sec/V 


Total capacitor 
value MFD 


Performance example 


(Ramp 1 and 2 potentiometers connected with diodes as shown in circuit 2 
on page 61) 


Time 
Ramp 1 pot D 
set at 596 


(0.5 sec/V) 


Input volts 


Ramp 2 — Ramp 2 pot 
set at 5596 
(0.1 sec/V) 


Time 


Output volts 


1.5 sec-- Le emt 2.5 sec 





























3. Installation 
dimensions; mm (inches) 


EM-K-10 application 
examples 


Single ramp rate circuit 


1. Positive and negative input 
signals are ramped up and down 
at one rate. Rate is adjustable by 
ramp rate no. 1 potentiometer. 


Dual ramp rate circuit with 
diode steering logic 


1. A positive going input signal is 
ramped up at a rate adjusted by 
ramp rate no. 1 potentiometer. 


2. A negative going input signal is 
ramped down at rate adjusted by 
ramp no. 2 potentiometer. 


Internal and external ramp 
adjustments with relay logic 


1. 1CR energized — a positive or 
negative going input signal is ram- 
ped up or down at a rate adjusted 
by ramp rate No. 1 potentiometer. 


2. 2CR energized — a positive or 
negative going input signal is ram- 
ped up or down at a rate adjusted 
by ramp rate No. 2 potentiometer. 


3. 3CR energized — a positive or 
negative going input signal is ram- 
ped up or down at a rate adjusted 
by potentiometer P1. 


! 

| 
--L.- 
=== 

I 

) 

I 

I 

' 

I 





External 


External 
capacitor 
(optional) 


O EMP-A-20 or EMRS-A-11 
power supply terminals 


© EM-K-10 ramp module contacts 


D1, D2 diodes - use IN 4003 
(Motorola or General Instrument), 
or similar. 


Output 


=== Capacitor 
(optional) 





Output 


O EMP-A-20 or EMRS-A11 power 
supply terminals TB-2 


Q EM-K-10 ramp module contacts 





çU Kb ERTERPRISES|/T* ^" 


41} Panorama Centr 
Bide No 2 Raja Ghazanfar dé Kt 
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enu 


| External 


-r capacitor 





Common 





. 4CR energized — a positive or 


negative going input signal is ram- 
ped up or down at a rate adjusted 
by potentiometer P2. 


| (optional) 


[] EMP-A-** power supply 
terminals TB-2 


O EM-K-10 ramp module contacts 


5. Any number of ramp rates may be 
obtained by adding additional 
resistor or potentiometer combi- 
nations. 

P1, P2 potentiometer size, 
each — 10,000 ohm, 1/2 watt. 
R1, R2 resistor size, 

each — 470 ohm, 1/2 watt. 
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EM-J-10 programmer module 





td. 
1. Circuit and 
connections l] 





EM-J-10 Ratings 











Relays | 12 V, dual inline, reed type 
Relay coil current 28 mA 

Supply voltage +20 V DC nominal 
Relay contact maximum rating 500 mA, 100 V 
Potentiometer type 10 k Ohms, 22 turns 
Potentiomeler resistance element Connected in parallel. 
Potentiometer wipers Connected in series. 
General 

Ambient temperature range 0 to 50°C (32 to 122°F) 
Installation dimensions See at right. 

Mass (weight): 0,45 kg (1 Ib) 
Application example See below. 








EM-J-10 application example 


back 


Customer Feedback signal | trans- ! 


contacts 


plifier — ang) 
-——.: am 

EM-J-10 Programmer module CW r T 1-3 Closed 
EM-D-20 Servo amplifier E ES Open 


EMP-A-20 Power supply plate 





— kL... mE 


2. EM-J-10 operating data 


Usage 

The programmer module provides 
up to five preset command signals. 
When used with an EM-D-20 Servo 
amplifier, the module provides a 
means of presetting and selecting a 
variety of positions, speeds, or forces 
in closed loop servo systems. 

This module must be installed in 
either a single card EM RS-A-11 Or 
the four card EMP-A-20 power 
supply unit. 


Design 

The programmer module contains 
five potentiometers, five DC reed re- 
lays in dual inline packages, pilot 
lights for each relay, and an internal 
power source for the relay. 

A relay will be energized when one 
side of its coil is connected to ground 
externally by means of a switch or 
contact closure. The potentiometer 
associated with this relay is then con- 
nected to the output terminal, and 
sets the output signal level 

Only one command signal at a time 
can be delivered by the module, 
regardless of whether one or more 
relays are energized simultaneously. 


3. Installation 
dimensions; mm ee 


Width of module, not. 


shown, is 2,1 (0.85) 


Servo control application for five 
preset positions using an SM4 servo 
valve. 


























EMRS-A-11 power supply unit 


2. EMRS-A-11 
operating data 


Usage 

The power supply unit is used with 
Vickers electronic control modules in 
a single axis electrohydraulic control 
system. 


Design 

The power supply unit provides the 
means for mounting one module, 
supplying it with the proper excita- 
tion voltages, and connecting it to 
external circuit components through 
a terminal strip. In addition, a highly 
regulated +12V DC power supply 
circuit is included for excitation of 
command and feedback circuit com- 
ponents. A separate terminal strip is 
provided for connections to this 
circuit. 


EMRS-A-11 ratings 


Input — TB-1 

Input voltage (no load) 115 VAC 
Input frequency 60 Hz 

Circuit protection 3AG 1/4 amp 


slow blow fuse on 
input power line 
Main supply -TB-2 
Output voltage (no-load) +19VDC 


Output current 

per leg 0.6 ADC 

Maximum ripple 0.5 V peak 
to peak 

Line regulation 

(10 percent line 

change) 10 percent 

Load regulation 

(0-0.06A output 

current change) 18 percent 








1. Circuit and connections 






C1 and C2 
36004LF. 40V 





Required supply - TB-3 


Output voltage +12.0, £0.12 V DC 
Output current/leg 150 mA 

Short circuit current leg 1.3 amps 

Balance 0.24V 

Line regulation (+ 10 percent line change) 0.03 V 

Load regulation (0-0.15A output current) 0.05 V 

Temp. regulation .25 V change over full range 
Temperature coefficient 2 mVPC 

Warm-up drift .12V 

General 

Ambient temperature range 0 to 65°C (32 to 149°F) 
Installation dimensions See drawing below. 
Mass (weight): 1,14 kg (2.5 Ib) 


3. Installation dimensions; mm (inches) 


152,4 
(6.00) 
139,7 
(5.50) 


+19V unregulated & 
+12.0V regulated 
output 


s: w pu II 





h EH 
p 
= -94) - JAM ML 
== SHOLO | 
I 1 à prh Lian 2n th d Op, 


| i connections 


clearance e 1 
to protect ypical module show 

circuitry in place. Component Sid WMV ENYTERPR I ç pP ç cm 
on this side toward terminal strip. pasi 

of plate. {ii Panorama Cente 
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EMP-A-20 power supply unit 


1. Circuit 
and a 






Units are shipped with 
jumpers in place for 115V 
source. For 230V source 
reconnect jumpers as shown. 


Circuit 
V common 


The circuit common con- 
nection at terminals 23 and 
37, and at terminals 3A, 3B, 
3C, and BD are connected 
together and are isolated 
from the ground connection 
on VI 33. 


2. EMP-A-20 operating data 


EAM 
"en ` IlslslsllelzlelekdAh 





Filter 
& 


rectifier Connector. amphenol 


225-21521-103 or equivalent, 
15 terminals on 3,96 (0.t56) 
centers. Contacts on inboard 
side of connector only. Board 
thickness - 1,37 to 1,8 (0.05 to : 
0.07). d i 


Voltage 
regulator 


_- Customer connections to be 
26 made with AWG No.14 to No. 
22 wire. Bare wire ends or 
spade lugs may be used. Ter- 

minal screw size: No 6 - 32 X 
6,3 (0.25) long. 


TB1-c Connections ` 


typical 
4 places 





Usage | 
This power supply unit is used with 


Vickers electronic modules in servo 
control systems. 


Design 

This power supply unit provides the 
capability to power up to four EM 
series modules (two EM-D-20 ampli- 
fiers, one EM-K-10 ramp module and 
one EM-J-10 programmer module) 
with the proper excitation voltages 
and connect the modules to external 
circuit components through a termi- 
nal strip. 

In addition, a highly regulated +12V 
DC power supply circuit is included 
for excitation of command and feed- 
back circuit components. 
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Ratings | 

Input: 

Voltage 115/230 V AC +10 % 

Frequencies 50 or 60 Hz 

Circuit protection 1A time-delay fuse in input 
power line 

Ambient temperature range 0 to 65°C (32 to 149°F) 

Main output to amplifier: | 

Voltage, no-load +20VDC 

Current total 2,5AÀ | 

Maxirnum ripple 0,6V RMS 

Line regulation (10 % line charge) 12 96 | 

Load regulation (0-2,5 A 

output current change) 12 96 | 

















© EMP-A-20 operating data 
Ratings 








Regulated output to command/ 
feedback circuits 

(Includes current limiting and 
thermal shut-down protection) 








Voltage +12 Vand —12 V +0,6 V 
Current per leg 200 mA 

Line regulation (+ 10 % line change) 0,05V 

Load regulation (0-40 mA current) 0,03 V 

Temperature coefficient 0,002 V/°C (0,001 V/°F 
Drift after 30 minutes 0,03 V 

General 

Installation dimensions See below. 

Mass (weight) without amplifiers 4,1 kg (9 Ib) 





3. Installation dimensions; mm (inches) 






BR Dee 

" PENYERPRISRe (à, 

ayy Psnorama Cante, 

e 2 "ja Ghazanfar 44 Khaa Beho 
DNAR KARACH] 


Typical module shown 
in place. Component 
side of board 


- - "d 
9,6 (0.38) Minimum clearance 





EEA Servo electronics — Eurocard format 


Basic model Product summary Part number 








EEA-PAM-101-A-10 Servo amplifier card with Pl 636673 
control and reset relay. 
Power output stage 300 mA maximum into a 50 Ohm load. 











EEA-PAM-104-A-10 Servo amplifier card with current control 636672 
Power output stage to 300 mA maximum into a 
50 Ohm load. 
EEA-PSU-106-A-10 Power supply card in Eurocard format. 636677 
EEA-PSU-106-B-10 Input: +18VAC 636675 
EEA-PSU-106-C-10 Output: +5 to 24 VDC 636676 
EEA-PSU-106-D-10 636678 
EEA-PSU-106-E-10 636679 
EEA-Accessories Cardholders 507739 
Female electrical connector 508178 
Potentiometer 714127 
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EEA servo amplifier card with PI control 


Model 
EEA-PAM-101-A-10 





3. EEA-PAM-101-A-10 
servo amplifier 
installation dimensions; 
mm (inches) 
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1. Circuit and connections 
| 


4 i | 
Deiland- H Power SE ees ails 
signal c2 
no e B 3 P Fuse 
G 
h 


anna 
re 


| 
| 
| 
x 
Dither | 
x 
| 
| 


2. EEA-PAM-101-A-10 operating data 








Usage Adriving amplifier in Eurocard format for 
Vickers servo valves. 
Design The amplifier circuit incorporates a Pl gedeit 


with reset relay for the integral function. 
AnLED indicates when the relay is energized. 
The amplitude of the dither signal is adjustable. 
Soldered connection points allow free choice of 
controller circuit configuration. 








Ratings 

Supply voltage +15 V DC (regulated) 
Current consumption 350 mA max. 

Power consumption 5,5W max. 

Output current 300 mA max. 

Load resistance 50 max. 

Reset relay incl. LED 24 V DC, 30mA 

Dither frequency 100 Hz (square wave) 
General 

Ambient temperature range 0 to 50°C (32 to 122 °F) 
Mounting position Unrestricted 
Connections DIN 41612, type D32 Male connector 
Installation dimensions See below. 


The function of each 
adjustment potentiometer 
is printed in the appropriate 
position on each Eurocard. 


100 connector 
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C EEA servo amplifier card with current control 


Model 1. Circuit and connections 
EEA-PAM-104-A-10 
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2. EEA-PAM-104-A-10 operating data 


Usage A driving amplifier in Eurocard format for Vickers servo valves. 
Design A current proportional to the applied demand signal is output 


to the valve and is maintained constant irrespective of tem- 
perature changes in the torque motor coil. Soldered connec- 
tion points allow free choice of amplifier circuit configuration. 
The amplifier of the dither signal is adjustable. 

Input 1 (C32) is provided with an on-card potentiometer for 
adjusting the input signal. The amplitude of the dither signal 
is adjustable. The "no signal" solenoid current can be 
adjusted and set by means of the "balance" potentiometer. 


Ratings 
Supply voltage xi5VDC(regulated) SUNWY FW YER PR (S FS 
Current consumption 350 mA max. 411 Panorama Cent 
Power consumption 5,9 W max. B! ; . 
ee Output current 300 mA max. de ms Eis GEEK vi Fe 
Vë Load resistance 50 max. ADDAR KARACHI 
Dither frequency 100 Hz (Square wave) 
General 
Ambient temperature range 0to 50°C (32 to 122 °F) 
Mounting position Unrestricted 
Connections DIN 41612, type D32, male connector 
Installation dimensions See below. 


Sorvo smplifier NEE The function of each BEEN 160 (6.30) wa 


i : | ; I adjustment potentiometer 

installation dimensions; is printed in the appropriate 3 : 

mm (inches) position on each Eurocard. Dë? 
4100 connector 
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EEA power supply card in Eurocard format 


Model 
EEA-PSU-106-*-10 








1. Circuit and connections x 


Transformer a/;c6 





2. EEA-PSU-106-*-10 operating data 


Usage This power supply board is designed to provide asupply 
voltage for those Eurocards which do not generate their own 
reference voltage, i.e. EEA-PAM-101/104 | 


¿a TE, H 


Design Regulated voltages from +5 to 3- 24V DC are available 
dependent on model type. LED indicates the operating 
condition of the positive and negative voltage regulators. 
Asecond independent circuit generates a filtered DC voltage 
for auxiliary functions, such as the switching of relays. 

f 





Male connector 
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3. EEA-PSU- 106-*-10 Ratings 

instal lation dimensions; Supply voltage, regulated 3 V AC above the regulated output voltage x 

mm (i nches) Supply current 1,0A maximum | 

| Output voltage, regulated: 
EEA-PSU-106-A-10 +5VDC 
EEA-PSU-106-B-10 +12 V DG 
EEA-PSU-106-C-10 +15V DC 
EEA-PSU-106-D-10 +18VDC x 
EEA-PSU-106-E-10 +24V DC | 
Output current 1,0 A max. | 
Supply voltage, filtered 18V AC | 
supply current 0,6A | 
Output voltage, filtered 24V DC | 
Output current 0,6A max. | 
| 
General | 
Ambient 
temperature range 0 to 50°C (32 to 122°F) 
Mounting position Cooling fins must be in a vertical position. 
Connections DIN 41612, type D32, male connector 
installation dimensions See at left. | 
| 


EEA accessory products 
Cardholder complying with DIN 41612 


Installation dimensions; 
mm (inches) 


TTT 
[U T TI 
[UJ L I JJ 





I 
S| 
| [poonononannnonaon 
For EEA cards with female connector | 112 (441) 
type D32 (Part no. 507739) x NS 
These cardholders can be per- PS 
manently mounted. Screw terminals 
ensure quick and secure wiring. The 
electronic cards clip into their respec- 
tive cardholers, preventing them 
unintentionally working loose. 


Female connector complying with DIN 41612 


Type D32 for certain 
EEA cards (Part no. 508178) — Installation dimensions: 
These female connectors, fitted with 

connection pins for soldering, are mm (inches) 
used when the electronic cards are 
housed in a 19 inch rack. 





Soldering 
connections 10,5 
(0.41) 


96 (3.74) 
— — 90 eee a 
(0-22) | 


del 
T > 





Demand-signal potentiometer 
(Part no. 714127) 
R = 5k Ohm; dial scale 0... 1000 96 Installation dimensions; 
This potentiometer with built-in dial i 

should be used to externally set the WER (inches) 
demand signal for the electronic 
cards. 


26 28 
(1.02) (1.10) 
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Our global commitment 
to your success 











.. over 400 locations 
in 54 countries 
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Vickers 
global sales 
and service 
support 


Dedicated support 
for exporters 
Worldwide availability of 
genuine Vickers replace- 
ment parts, local service 
and repair facilities is our 
commitment to your export ` 
REES 


Our strategically located warehouses ensure 
on-time product supply. 


Simply phone your nearest 
Vickers office or distributor 
to request a meeting or 


technical information cover- 


ing your particular applica- 
tion needs. 


| Iceland, india, Indonesia, Iraq, 











Ask for the complete 
directory of world- 


wee EE 


|| Argentina, Australia, Austna, 
| | Belgium, Brazil, Canada, Chile, 
| | Colombia, Costa Rica, Denmark, 


Egypt, Finland, France, German 
Fed. Rep., Greece, Hong Kong, 


Ireland, Israel, Italy, Ivory Coast, 
Japan, Jordan, Lebanon, Luxem- - 
burg, Malaysia, Mexico, Morocco, ` 
Netherlands, New Zealand, 

Norway, Pakistan, Panama, 
People's Republic of China, Peru, 
Philippines, Portugal, Saudi 


| Arabia, Singapore, South Afríca, 


South Korea, Spaih, Sweden, 

. Switzerland, Taiwan, Thailand, 
Turkey, United Arab Emirates, 
United Kingdom, United States of 
America, Venezuela 





Each location 
provides advisory, 
planning and design 
services, backed by 
on-time delivery 








Worldwide manufac- 
turing excellence 
ensures quality 
products meet 
delivery schedules. 


. Vickers manufacturing 
power encompasses over 

| | 20 plants strategically loca- 
.| ted across 6 continents. 

A substantial investment 


program paves the way for 
expansion of computer- 
assisted manufacturing, 


robotics, FMS and compu- 
P ter-programmed materials 


planning. 


Performance and 
quality 


| Afull range of advanced 


products and systems to 
satisfy the most stringent 
requirements for diversity, 
quality and performance. 
Flexible Manufacturing System with highly 


automated, eemputer-controlled machine 
centers. 


ENZA X 


au v, 
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.. . easy to under- 
stan advanced 
motion control 


The EHT 1 trainer includes basic 
hydraulic components and one to five 
modular electronic controls, depend- 
ing on your option requirements. This 
allows trainer modules to be added 
whenever you like. 


Circuits demonstrated 

1. Proportional open loop control 
2. Proportional closed loop control 
3. Glosed loop spool positioning 
4. Servo position control 

5. Servo velocity control 

6. Digital closed loop control 


Display panel components 


9 KDG4V-3 electrohydraulic 
proportional solenoid valve 

@ SM4-20 analog servo valve 

e SM4-20 DCL digital and closed 
loop servo valve 

€ MFB5 piston moter with special 
servo mounting 

e KFDG4V-3 electrohydraulic pro- 
portional solenoid valve with 
position feedback 

e XLA closed loop electrehydraulic 
cylinder 

@ Closed loop feedback transducer 

@ 18" standard hydraulic cylinder 


Electronic medules 


. Command module - allows you to 
apply inputs to other amplifier 
modules, and simulate machine 
functions through multi-axis 
control. 

2. Servo training module - lets you 


demonstrate how high 
performance servos achieve 
precise, reliable electrohydraulic 
motion control. 

3. Open loop proportional controller 
- demonstrates directional control 
capability from a single valve 
source, Students see how system 
design can be simplified from 
previously complex solenoid valve 


set-ups. 


ze 


12 








4. Closed loop proportional control 
module - shows how proportional 
valves increase flexibility, simplify 
machine design, and improve 
productivity through infinitely 
variable control of actuator 
speeds. 

5. Digital and closed loop training 
module - allows students to get 
“hands on” experience by perform 
ing multiple axis functions and 
changing system parameters. 


Structured experiments 


All experiments are designed to 
allow a student to perform actual 
system start-ups, functions and 
tests. Experiments start with a basic 
amplifier, valve and actuator. There- 
after, each training session builds on 
the cther, so that each student has 
step-by-step instructions that are 
easy to teach and easy to learn. The 
experiments advance the student 
toward a complete overview of elec- 
trohydraulic motion and control... 
right up through the latest advance- 
ments in electrohydraulic technology 


- d dE? = g = 





Hydraulic power unit 
This unit consists ef a pump, 
reservoir, pressure controls and 


pressure line filtration. . .all enclosed 
in a metal cabinet to keep sound 
levels down. Storage area for quick- 
disconnect hydraulic hoses and 
jumper cables is provided, along with 
a pullout werk tray. 

9 2,3 kW (8 hp) electric motor 

@ 76 l/min (20 US gal.) reservoir 

@ 70 bar (1000 psi) relief valve 

@ 2 —5 micron pressure line filter 

@ Cil level sight gauge 

@ Air breather and filler cap 

@ Remote pressure control valve 


Comprehensive 
documentation 

@ Instructor’s guide and tests 
@ Experiments workbook 


e Maintenance manual 
9 Two-day instructor training session 


Please ask for complete 
information package 465. 
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